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The BATH A DAY Campaign 
A feature section describing what eight years of the Bath 
a Day campaign have accomplished for the industry 
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DOMESTIC ENGINEERING 


ADASCO 


Steel 
Water Heaters == 


Steel Riveted Construction to 
“Stand the Gaff’’—a heater 
that’s almost indestructible — 
assuring many years of trou- 
ble- proof, repair -free service. 



















Ratings are based on the number of 
gallons of water they will raise 50 
degrees in temperature, per hour. 
(instead of the usual 25 degrees). 
So a Tabasco —rating for rating — 


Heat actually heats twice as much. 


T ° Catalog No. 75 gives all details. 
Wice 
KEWANEE: ‘BoiER CORPORATION 


as aia Kewanee, Illinois 


ort . 2° * ‘ +: Branehe i m; 40 principal cities 
UC STEEL NRATING BOILERS —" RADIATORS WATER HEATERS 


TANKS AND WATER HEATING GARBAGE BURNERS 
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You are the best judge of yourself. If 
you re not getting the VOGEE, business you 
should be getting it’s up to you to rectify 
the error. VQGEL Frost Proof Closets and 
Hydrants are the things in demand now. 
Everybody is thinking about getting ready 
for winter and YV¥QGEL protection is the best 
for them and they should know it. Maybe 


you've been a little too easy with yourself. 





Maybe you've overlooked the great possi- 
bilities to be had handling YQGEL Products. 
~ There is always time to begin. Do it now! 





VYQGEL Number Ten Closet 





Jos. A. Vogel Co. 


Wilmington, Del. St. Louis, Mo. 
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WHAT PUT WOLVERINE OVER! 4 


Direct Service from Factory to Master Plumber fe 


Dependable Goods 


Direct contact with the Trade means an accurate knowledge 
of the progressive plumbers’ requirements. 


Wolverine Goods, made by skilled workmen under competent 
supervision, are built to quality standards and pass rigid inspection 
to insure credit and prestige to the plumber who installs them. 


Thousands of Master Plumbers standardize on Wolverine Brass 


Goods and Specialties and appreciate the value of direct responsibility 
in our 


“Manufacturer-to-Plumber-Service” 


WoLverInefrass ORKS 








GRAND RAPIDS MICHIGAN 
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That wholesalers of plumbing and 
heating supplies are interested in the 
elimination of catalog waste is evi- 
denced by the findings of a nation- 
wide survey conducted by ‘‘Domestic 
Engineering.’’ An illustration of the 
many questionnaires returned to us is 
reproduced on this page. 


Mr. Bethman, of A. Harvey’s Sons 
Mfg. Co. of Detroit, in common with 
hundreds of other busy buyers, states 


| he prefers to receive loose catalog 


sheets from ‘‘Domestic Engineering”’ 
| because they all come at the same 

time and are on uniform page size 
properly punched. 


| In making suggestions, Mr. Beth- 
man believes that more manufac- 
turers should catalog their complete 
lines in ‘‘Domestic Engineering Cata- 
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log Directory’’ together with price 
lists, and furnish discount sheets on 
standard size page conforming to 
loose-leaf binder. 










‘‘Domestic Engineering Catalog 
Directory Service’’ is the final solution 
of the catalog problem, both for the 
manufacturer and the wholesaler. It 
is 100% efficient, thereby eliminating 
waste of catalog material. 


The 1929 edition is now being com- 
piled. Complete details on request. 


Domestic Engineering Co. 
1900 Prairie Ave. Chicago, III. 


























J. Bethman, Jr. 
Purchasing Agent 

A. Harovey’s Sons Mfg. Co. 
Detroit, Michigan 
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I Or Season 


PUSH A LINE THAT MEETS EVERY CONDITION 
OF THE “New Merchandising Era”’ 


jewell 


TEMPERATURE REGULATOR 


Now is the time to begin some strong selling effort on 
temperature regulation in connection with repair and 
replacement work as well as on new heating plant in- 
Sstallations. Winter months loom on the horizon and 
the subject of heating and heating regulation finds the 
customer in a receptive mood. 

















The Jewell line provides you with everything to make 
the Fall selling season a big profit producer — from a 
complete and highly advanced line of equipment to a sell- 
ing plan that coversevery angle of “getting the business.” 


Send for the Jewell plan, presented in the impressive 
book, “How to Build a Profitable Business on Auto- 
matic Temperature Regulators.” Be prepared to add 
a flood of extra dollars to your Fall profits. 


Write at once for the Jewell plan. 
MINNEAPOLIS-HONEYWELL REGULATOR Co. 


Executive Offices: Minneapolis 
Factories: Minneapolis, Minn., and Wabash, Ind. 


Send for your copy of 
this book and prepare to 
cash in big on the Fall . 

selling season. 


This red motor identifies — 
the Jewell line, which in- — 
cludes three room thermo- | 
stat models, three motor | 
models, and limit control 
devices for all types of 
heating systems. 
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No. 2 Khun half S or P trap 
and back pressure valve to be 
used below street levels for 
cellar, floor and area drains; 
cesspools; leaders, etc. Made 
in 4-in. EH 





No. 3 Khun horizontal off-set 
back pressure valve for main 
sewers, where traps are pro- 
hibited for new work as it has 
full vent area. Inlet is 7 ‘4 in. 
above out'et. 

Made in 4 in. EH. 





No. 4 Khun horizontal straight 
way back pressure valve same 
as No.3 except inlet is 1% in. 
above outlet, therefore is 
suitable for old work. 

Made in 4 in. EH. 





















































Another Somerville Achievement 





The non-corrosive ball at the slightest 
back pressure rises and rolls along the 
inclined top of the trap or valve against 
the composition seat thus closing the 
valve. As the back pressure reduces, 
the ball lowers to the inclined race and 
rolls back to its normal position, pro- 
viding a full flow-area and vent. The 
rotation of the ball cleans both ball 
and seat so that neither can become 
obstructed. The seat is flexible enough 
so that TIGHT seating is assured. 


Contains no baffle plates or mechanical 
parts to get out of order, or corrode. 
Cleanouts are provided for inspection. 


For use as main housetrap and valve 
combined; tide; floor drain; cess pool; 
horizontal leaders; area drains, etc. 


DOMESTIC AND FOREIGN PATENTS GRANTED AND PENDING. 


























Back Water Trap 
Back Pressure Traps and Valves 








No. 5 Khun 
vertical straight ‘ 





way back pres- 
sure valve for 
work on drain- 
age below cel- 
lar bottom. Used to control 
vertical lines to leaders; area 
drains; cesspools; stacks; etc. 
Made in 4 in. EH. 








No. 6 Khun 90° or ell shape 
back pressure valve for same 
use and No. 5, except for hori- 
zontal installations. 

Made in 4 in. EH 











No. 7 Khun combined cleanout 
ferrule, tide and back water 
valve for cellars‘or area drains. 
suitable for new and old work. 
Made in 4 in. E.H. 


SOMERVILLE IRON WORKS 


SOMERVILLE +. 


NEW JERSEY 
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“Warco” No. 2 


Vacuum Air Valve 





Micrometer precision~ 


plus the knowledge and experience of nearly 
forty years of air valve manufacture backs 
every one of the seven “Warco” Automatic 


Air and Vacuum Valves. s 


This precision, and an organization producing good 
valves on a quantity basis, gives you high quality, 
dependable, tested, GUARANTEED and reasonably 
priced air and vacuum valves. 


Ask your Wholesaler about them, or write to us for 
sample valve for testing, price list and full descrip- 
tions of the seven ‘‘Warco’’ Valves, the valves that 
really ‘‘make your steam installations do better 
work.”’ 


W. A. RUSSELL & COMPANY 


Grand Central Terminal Building New York 


‘‘The oldest air valve manufacturer’ 
Established 1890 


9 








‘“*Warco” No. 5 or No. 6 
Vacuum, %-inch bottom 
outlet Quick Vent, for large 
mass and HV _ stacks. 
They have the exclusive 
“Warco” adjustable vent 

AIN 


to EQUALIZE M: 
LINES. 





‘‘Warco”’ No.3 and No. 3V— 
Vacuum, '4-inch bottom out- 
let air and vacuum valves for 
small mains, coils and risers. 
Exceptionally effective where 
a quick vent of smaller capa- 
city is suitable. 





‘“Warco” No. 4—%-inch 
bottom outlet Quick Vent 
for Mains and HV stacks 
A low priced, efficient 
Quick Vent of large ca- 
pacity, of the floatless 
type, not closing against 
water. 
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wrmurom & CRANE VALVES 






2500 Pounds Pressure 














Securo Jr. 
Combination 
Lavatory 





Ee ad | Fixture €32274 





Only six inches between handle centers 


Perhaps you have been oneof those who 
have asked why the new compact lavato- 
ries should be burdened with the old 
large basin faucets. The answer is that 
now they need not be. 

For the small lavatory, Crane Co. an- 
nounces a, new combination fixture 
which leaves ‘the slab surface surpris- 
ingly free. With its china lever handles 
on 6-inch centers, the Securo Jr. on a 
24-inch lavatory leaves as much usable 
slab space as is given by a 30-inch lav- 


atory with regular basin faucets. Simple 
in design, it Is easy to install. Quick 
compression, one piece body, renewable 
seats, quick draining direct lift waste, 
spout tapped for shampoo tailpiece: 
every desirable feature is in this new 
Securo Jr. 


Its pleasing clean-cut appearance Is typi- 
cal of Crane plumbing brass. The line 
is complete, long tested in service, long 
wee in sales. Write for complete and 
helpful sales and installation data. 


CRANE 


Address all inquiries to Crane Co., Chicago 
GENERAL OFFICES: CRANE BUILDING, 836 S. MICHIGAN AVENUE, CHICAGO 
Branches and Sales Offices in One Hundred and Sixty-six Cittes 


f National Exhibit Rooms: Chicago, New York, 


Atlantic City, San Francisco, and Montreal 


Works: Chicago, Bridgeport, Birmingham, Chattanooga, Trenton; Montreal, and St. Johns, Quebec; Ipswich, England 
CRANE EXPORT CORPORATION: NEW YORK, SAN FRANCISCO, MEXICO CITY, HAVANA 
CRANE LIMITED: CRANE BUILDING, 1170 BEAVER HALL SQUARE, MONTREAL 
CRANE-BENNETT, Lro., LONDON 
CIE CRANE: PARIS, BRUSSELS 
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The most saleable Automatic Storage Heaters ever produced. Side arm circulation type, with 
all the features of the most expensive heaters, and many other exclusive new features besides. 


Double Copper Coil Heater is used—the same Tank is Double Extra Heavy, of copper bear- 
1 type that has made the name “‘Hotstream”’ y. ing steel, for a lifetime of service. Copper 
famous wherever water heaters are known. tanks are also available, when desired, at 
Equipped with Barber patented burner. extra cost. Factory tested at 300 pounds pressure. 





stream throttling 

type. A marvel of 
reliability and accuracy. 
Equipped with dirt trap. 
Brass throughout. 


Rock Wool Insula- 
3 tion, very thick— 

one of the best 
materials known for heat 
retention. Heat losses re- 
duced to a minimum. 


A Thermostat — Hot- 










Syagy 


‘*‘Passover 
Pilot” — 
an en- 


tirely new meth- 
od of pilot light 
control. Exclu- 
sive Hotstream 
feature. A most 
remarkable im- 
provement. 


Beautiful 
Lacquer 


Finish 


Ne. 290 s. A 
List Price $66.00 


ME Complete 
‘ THE HOTSTREAM HEATER COMPANY 
‘‘Makers of Heaters that Heat’’ 
CLEVELAND, OHIO 















Automa- 
6 tic Draft 

Regulator 
—exclusive Hot- 
stream feature. 
Stops down 
drafts which 
chill or blow out 
the flame. Pre- 
vents heat losses 
up flue. 


Graceful 
9-inch 
Legs 






11 
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and S teamfitter 


The neatest—lightest strongest for its weight 
—and best priced brass seated superfine mal- 
leable union you have ever had a chance to buy. 
Recommended for 125 lb. Steam Pressure. 


New York Pipe Fittings Corporation 


New York 
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NYE 
POWER MACHINES 


All Gear Driven—No Belts or Chains 


PORTABLE— The Nye Power Machines are an important 
POWERFUL advance in portable power threading equip- 

ment, embodying several new and distinc- 
tive features—most prominent of which are the patented quick 
opening die head, using the trouble proof ring type die (NO 
CHASERS) and floating Saunders type pipe cutter (one wheel, 
two rollers), operating similarly to power wheel cutters used by 
all large nipple manufacturers. These machines are powerful 
enough for any work and yet portable enough to be taken to 
the average job. Mounted on truck wheels, they can be easily 
taken from place to place and operated from 110 or 220 volt 
line. A money saver and a man saver. 





EASY TO The chucks are patented self-centering devices 
OPERATE having the new Toggle type jaw—the one and only 
type of jaw that will actually hold galvanized 
wrought iron or brass pipe without slipping. The only ma- 
chines we know of equipped with practical pipe cutting and 
self-centering reaming devices—so quickly operated that a 
2-inch pipe can be cut and reamed in less than 15 seconds. 


SELF All gears submerged in motor oil, and all bearings 
OILING ©*cePt motor bearings self-oiled. These machines 
are equipped with a built-in reservoir, containing 
No. 100—Capacity 1% to 2 inches inclusive four gallons of Nye Pipe Threading Oil, which is delivered con- 
No. 200—Capacity 4 to 2 inches inclusive tinuously onto the pipe while in operation by means of a gear 
driven rotary pump. This Pipe Threading Oil, after use, 
returns to reservoir, being strained of all chips and scale by the 
removable chip pan and strainer. These machines carry 
grinding attachment with 6 x °*4-inch grinding wheel which 
operates at 2,600 R.P.M. only when desired. Grinding wheel 
arbor will also accommodate buffing and wire brush wheels. 





THEY MAKE Nipples as short as three inches can be 
YOU MONEY threaded in the regular chuck. Close or short 
. nipples can be cut and threaded by use of the 
Nye Patented Nipple Chuck. When machines are not busy 
they can be put to work converting the odds and ends of pipe 
around the shop into nipples. Left-hand solid dies can be fur- 
nished, enabling operator to make the nipple for right and left 
Gear Case running in oil assuring unions. These machines can be used so easily, in so many 
pertect Asbetoation places, in so many ways, and so economically, that they will 

pay for themselves in a few months. 


MR. NYE WILL HAVE A LETTER FOR YOU NEXT WEEK. 








Universal Shaft operating stocks 
up to 12 inches 


Manufactured by 


The Nye Tool and Machine Works 


View of machine showing position of nipple chuck, 4120-4130 Fullerton Avenue CHICAGO, ILL. 


cutting off tool and reamer 
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One of the early Perfection 
stoves and the 1928 model — 
“The finest oil range ever built.” 
Perfection-made W ater Heaters 
are equipped with the same 
burners as this newest model. 


1906 











years of back fence advertising 





help you sell these water heaters 


Twenty-two years aco Perfection introduced a new burn- 
er ... far better than any then on the market. Not con- 
tent with having the best, they have continually im- 
proved it, ever since. Today it is so far superior that 
it outsells all others combined. This Perfection burner 
has gone to the ends of the earth on millions of oil 

No. 412, one of the ° ° ° ° ° 
foo Perfusion mate stoves, carrying satisfaction, creating good will. 


Water Heaters. 





Ege ~ _— oh Women all over the world believe in the Perfection 
Perfection burners. name, and tell each other about it. This word-of-mouth 


advertising —“back fence” advertising — makes it easy 
for you to sell water heaters bearing the same name... 
using the same burners... giving the same guaran- 
teed satisfaction. 
PERFECTION STOVE COMPANY :- Cleveland, Ohio 


Sold in Canada by General Steel Wares, Litd., Toronto, Ontario 


PERFECTION STOVE COMPANY 
7551 Platt Avenue es Cleveland, Ohio 


Please send free booklet describ- 
ing Perfection and Puritan Kerosene Water m 

and Puritan Kerosene 
Water Heaters 








Heaters and their installation. 
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E. B. 


DOMESTIC ENGINEERING 


_ IMPRESSION 


F we told you simply that E. B. Badger boilers were 
I good boilers your impression might be anything. 

But you know your boilers and we know that 
you do. What we are trying to do is crystallize your 
impression for the sake of your own convenience. 


Look at the cut of boiler below and the line drawing 
at the left. Your own boiler knowledge points out to 
you how the Badger Boiler is always constructed in 
accordance with good copper engineering practice 
which is as follows: 


THICKNESS OF COPPER is sufficient to stand the 
hydrostatic test and working pressure and still leave a 
factor of safety. 


SHAPE AND DEPTH OF. HEAD. The correct radii 
are used to prevent distortion and change in shape 
when pressure is applied. 


LAP. On 30-inch diameter boilers and larger the lap is 
3 inches; smaller diameters in proportion. This pre- 
vents distortion which, in turn, cracks solder and 
causes boiler to leak under pressure. 


RIVETS. The necessary number of rivets are used of 
the correct size and correctly spaced. The copper is 
draw-set and the rivets up-set and then buttoned, 
all to give the necessary strength. 


SWEATING. All seams and connections are thor- 
oughly sweat before soldered. 


SOLDERING. All seams and connections are thor- 
roughly backed with a good grade of solder. 


TINNING. The entire inside of boiler is thoroughly 
tinned to insure clean water. 


HARDENING. The copper in the shell and heads is 
thoroughly hardened to prevent straining copper when 
under working pressure. 


The rest of the boiler has typical Badger quality. 


It is sturdy and rugged and ready to go to the job and 
do the things you claim it will do, and expect it to do. 


BADGER & SONS CO. 


63-75 Pitts St., Boston, Mass. 


101 Park Ave. 2138 So. Parkway 
New York Chicago 
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North Side Branch, 
~~ 7. Sh C. A. 
393 Trane Traps, 265 
pr eed arene Trane Bellows Packless 
- ppbed u eg 4 rane Valves, also 16 Trane 
gy tho Pilg ne Concealed Heaters. 


Vicksburg Sanitarium, 


Vicksburg, Miss 





























Eloise Apartments, Albany, N. Y. 
Howard Rogers, Architect 
238 Trane Traps, 338 Trane Bellows 
Packless Valves 


Packless 


alve 


Trane Bellows 
Radiator Trap 


Trane Equipped 


— high-grade heating installations 
the country over 


Trane Heating Specialties find their way into a 
constantly growing proportion of those promi- 
nent, carefully engineered jobs that show 
which way the wind is blowing in the heating 
world. Write The Trane Co., 204 Cameron 
Avenue, La Crosse, Wisconsin, for Bulletin 14. 


HEAT CONCEALED 
CABINETS HEATERS 


PUMPS, UNIT HEATERS AND HEATING SPECIALTIES 
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Subscribers 
of “Domestic 
En gineering” 
are offered a 
free technical 
service, tech- 
nical editors 
answering all 
questions sent 
in. 




















“The pre- 
conceived pic- 
ture of our 
competitor in 
our minds is 
nearly always 
wrong 
John Ruck- 
stell, San 
Francisco. 











Some seven years or so ago, “Domestic Engineering” inaugurated the Bath a Day campaign in order to help sell the 


plumbing industry. 


HIS campaign has come to be one of the best known 
campaigns ever launched where money was not 
spent in familiarizing the public with it. By that is meant 
that the slogan was not advertised to the public as a 
campaign, but only through the individual efforts of local 
plumbing contractors and associations. No general pub- 
licity fund was spent on the campaign, no paid organizers 
were hired to make it known. The campaign progressed 
on its merits alone, and school children in all parts of 
the country know the slogan through the merchandising 
efforts of the master plumber. The section this week 
shows some of the many uses to which the campaign has 
been put, and gives merchandising ideas to other masters. 





LTHOUGH a B.t.u. is a more or less 
intangible and elusive quantity, it is 
not difficult to handle when one becomes 
well acquainted with it and the way to use 
it. No accurate heating calculations are 
possible without the use of this element or 
another equally useful. In this issue is an 
article by H. L. Alt on “Computing Heat 
Losses."’ It shows how to measure the B.t.u. 
loss in rooms, and explains the subject of 
heat balance. It is written so as to be easily 
understood, and will be interesting to every- 
one who does heating work. 





HE master plumber has long been known as an ad- 

vocate of sanitation, and one who is active in for- 
warding sanitation. Garbage disposal in the larger cities 
has become an important health problem, and the best 
means of disposing of garbage has been found to be by 
incineration. Hotels, apartments and some homes have 
put gas incinerators to use for garbage burning, and the 
installation of gas incinerators is a job for the master 
plumber. In this issue is the second of a series of articles 
on gas incinerators. It explains how the heat obtained 
from burning garbage can be utilized in heating water, 
and also explains the process of making the installation. 


The campaign included “The Story of the Bath,” stickers for letterheads, posters, buttons and balloons, 
all carrying the Bath a Day emblem. The merchandising section in this issue ts on the Bath a 
Day campaign, and on the front cover ts a reproduction of the Bath a Day seal. 


Your Zdiler 


SOME time ago I made a request to your office, and 

I want to congratulate you on the way it was 

handled, and tell you that I appreciate the service.’’ So 

writes A. Spanner, a master plumber of Milwaukee, Wis., 

in reference to one of the services of “Your Weebly.” 
OMETIMES it is said that advertis- 


S ing and propaganda do not give im- 
mediate results, but recently a plumb- 
ing contractor made good use of “The 
Story of the Bath” in such a way that 
it increased his business a great deal, 
directly traceable to the distribution of 
the booklet. A few copies were given 
to the domestic science teacher in the 
local high school. She, with a few of 
her students, came to the master 
plumber and asked him to make plans 
and estimates for a bathroom for a 
small home, giving an idea of how rea- 
sonable the price was. These plans 
were shown at the state fair, and won 
a prize. As a result of the exhibit, the 
town voted a bond issue for a new 
sewerage system, and the result was ua 
lot of new plumbing jobs for the mas- 
ter plumber. 








T is said that very few municipalities have adequate 

plumbing codes, and-that a great many of the local 
codes are actually unsafe on account of their laxity. Code 
work, and the establishment of proper minimum require- 
ments, has taken the attention of leading plumbing con- 
tractors all over the country. For this reason, many of 
them are studying the Plumbing Problems, and sending 
in their solutions, in order to get further information on 
the code work they are doing. The plumbing problem 
this week is an incorrect drawing which still fulfills the 
requirements of some codes. Send in the solution. 





NUMBER of articles on acetylene 

welding have been published in 
“Domestic Engineering,’ but never any 
on arc welding. With the advent of 
welding in the plumbing and heating in- 
dustry, many contractors have taken it 
up and found it adaptable to their uses. 
Next week an article on are welding 
will be published. 


The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did not have time to sharpen his axe 
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ANOTHER PROMINENT 
CONTRACTOR ENDORSES 
THE “TOLEDO’’ No. 1000M 


af 








ERS eT ae as SORE SRA 


If you would enjoy the saving in time and labor that A. B. 
Hunt & Co., and hundreds of other contractors throughout 
the country are enjoying today with a ‘*TOLEDO”’ No. 1000M 
pipe machine, you will investigate the merits of this remark- 
able machine immediately. 





ser oe fi A ee Ce 


It is without question the most efficient means of cutting, 
threading, and reaming %-inch to 2-inch pipe. Fast, easy A NAME AND TRADE-MARK 
to operate, with many exclusive features. It is a machine THAT MEANS THE UTMOST 
you should specify. EFFICIENCY ON PIPING JOBS 


We will gladly give you further information and prices, on 
receipt of your request. 


THE TOLEDO PIPE THREADING 
MACHINE CO. TOLEDO, OHIO 


NEW YORK OFFICE: 72 Lafayette St. 


ie tae 
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Overdue Accounts from year to year, leaving a trail of unpaid bills behind 
them. Yet, their existence today is largely the result ot 

We published a letter recently which a wholesaler 
wrote to his trade, in which he made some frank reve- 
lations of the credit conditions which exist in this in- 
dustry. The majority of his customers proved, on 
checking up, to be overdue on the accounts they owed, 
and this fact presented such a grave situation that this 
wholesaler announced that he would have to tighten up 
on his credit extensions. He would have to have a 
financial statement from those who were overdue be- 
fore he could extend further credit, and would stop 
credit after an account had run 90 days without pay- 
ment. 

As we say, this letter reveals credit conditions which 
are true not only in this particular wholesaler’s case 


“easy credit” practices of wholesalers who, anxious for 
volume, will take a chance, sell them goods and hope to 
collect their money. In case after case the amount of 
money they do not collect absorbs all the profit on the 
accounts they do collect. 

In the meantime, such irresponsible or incompetent 
master plumbers and heating contractors are decidedly 
harmful to the business success of those who pay their 
bills. Thus, their continued existence, 
made possible by “easy credits,” isa men- 4 Menace 
ace to the wholesalers who sell them and to Both 
the master plumbers and heating con- 
tractors who are forced to compete with them. 

It is a situation which we believe will be corrected as 
the wholesalers learn to face the true facts. 


When Salesmen Work 


The United States Chamber of Commerce made an 


but in the industry as a whole. While we will qualify 
this statement by saying that we do not know that the 
majority of master plumbers and heating contractors 

in the entire country are delinquent in their 
Easy payments, we will not qualify our statement 
Credits that too many are running along on “easy 


credits” from wholesalers. And it is a sur- 


investigation to determine what percentage of a sales- 
man’s business he obtained before the noon hour each 








| 
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or 
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prising thing that so many 
wholesalers continue to al- 
low this, instead of realiz- 
ing, as this wholesaler we 
refer to has come to realize, 
that they themselves are 
suffering by such practices 
as much as, or even more 
than, their bill-paying cus- 
tomers. 

Investigation has proved 
that only 35 per cent of 
the master plumbers and 
heating contractors in. the 
United States do a suffi- 
cient amount of business to 
represent profitable  ac- 
counts for the manufactur- 
ers and wholesalers who 
seek to sell this ‘market. 
Such a group will pay its 
bills. The big balance just 
coast along, many of them 
dropping out of business 








BATH A DAY 


The Bath A Day campaign, given to the industry 
by “Domestic Engineering” in 1920, has proved a 
most valuable sales and promotional aid to everyone 
who has made use of it. This week our special mer- 
chandising section is devoted to an explanation of 
what the Bath A Day campaign embraces and to 
ways in which associations and individual master 
plumbers and heating contractors have made it at- 
tract public attention and produce business for them, 
As usual this section is not given over to merchandis- 
ing theories. It is made up of actual experiences, and 
shows convincingly how the master plumber and 
heating contractor can cash in on the Bath A Day 
idea. One master plumber, for instance, used Bath 
A Day helps to put over a complete sewerage system 
for his town. And many others, in every section of 
the country, as individuals or as associations have 
found in the Bath A Day campaign the means of in- 
creasing their business and of gaining considerable 
prestige in their communities. The enthusiasm and 
the merchandising intelligence with which the master 
plumber and heating contractor has taken hold of the 
Bath A Day program have been evidence of its ef- 
fectiveness. 
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day. It was discovered that 
a great many salesmen are 
only getting from 2 to 4 
per cent of their business 
before 11 o’clock in the 
morning. The most suc- 
cessful individual salesmen, 
however, obtain from 50 to 
60 per cent of their busi- 
ness before the noon hour. 

Such an investigation, of 
course, covered every line 
of business, and it is not 
necessarily true that these 
percentages will exactly ap- 
ply to the case of the plumb- 
ing and 
salesman. Nevertheless, 
percentages provide 
an interesting comparison 


heating supply 


these 


for the plumbing and heat- 
ing supply salesman _ to 
make with his experience— 
and one worth making. 
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Fig. 1 


intangible and elusive quantity, it is 

not difficult to handle when one be- 
comes a little better acquainted with it and 
the way to make use of it. For, while the B.t.u. is so in- 
tangible, it is, at the same time, absolutely indispensable. 
No accurate heating calculations are possible without the 
use of this element or another equally useful. If it is 
kept in mind and never forgotten that the B.t.u. is simply 
a measure of heat, just as a pint cup is a measure of 
water, it will not be so difficult to grasp. 

Suppose a piece of glass is put into a window; on one 
side, which may be assumed to be the house side, is a tem- 
perature of, say, 70 degrees F., and on the other side is 
the outside temperature, which may be anything from 
zero to 100 degrees F. Usually the outside temperature 
stays between these limits, although there is no guaran- 
tee that it will do so. The ordinary outside weather with 
which the heating man has to deal in this country seldom 
exceeds these figures, however, so for the present this dis- 
cussion will not go outside of this limitation. 

The term or abbreviation ‘‘F.’’ when used with degrees 
indicates that the temperature degrees are on the Fahren- 
heit thermometer and not in some other scale; some- 
times, in engineering calculations, the Centigrade ther- 
mometer is used, and the difference between these two 
scales is that in the Fahrenheit scale, freezing is assumed 
as occurring at 32 degrees and boiling at 212 degrees, 
with the temperature between divided into 180 equal parts 
each one of which is called a degree F. In the Centigrade 
scale the boiling point is taken at 100 degrees C. and 
freezing as at zero C., with the intervening temperature 
divided into 100 equal parts called degrees C. In heating 
calculations in this country, the Fahrenheit scale is most 
commonly used, so it will be adopted in these articles for 
all calculations. 

Going back to the piece of glass again, which has the 
inside temperature of 70 degrees F. on one side and the 
outside temperature of, say, zero on the other, it will be 
found that a certain amount of heat will pass from the 
warm air inside of the glass to the cold air outside of the 
glass, and in so doing it passes through the glass or, ex- 
pressed in another way, it is transmitted by the glass. 

It is a law of heat that it always passes from a warm 
substance toward a colder one because heat tends to equal- 


\ LTHOUGH a B.t.u. is a more or less 


by Al. 


ize just as when two tanks of water are con- 
nected by a pipe with different water levels 
in the two tanks, the water in the tank with 
the higher water level will flow into the 
tank with the lower water level, until the two levels are the 
same or are equalized. When the equalization has oc- 
curred, no further flow takes place. It is just the same 
with heat; the higher temperature flows into the material 
with the cooler temperature until the two temperatures 
are equalized, and then no further heat flow will take 
place. 

There is this essential difference between the flow of 
heat and the flow of water; with water, we can put a 
valve in the pipe and stop the flow of water, no matter 
what the difference in the head may be, but with heat 
the flow is much more difficult to control. For instance, if 
you put a quart of water in a bottle and seal it up tight, 
after even ten years the water will still be in the bottle, 
but heat this water up to boiling point and go back and 
examine the bottle after a few hours, and it will be found 
that all of the heat has escaped out of the bottle and that 
the water in the bottle has assumed the same tempera- 
ture as the surrounding air. 


L. Alt 


EXAMPLES OF BOTTLED HEAT 

ET it is not impossible to ‘bottle’? heat and hold it 
yp Prenat if it is done the right way. Coal and oil 
are two good examples of “‘bottled’’ heat; the sun’s energy 
in the form of heat of thousands of years ago by various 
means (not all of which are positively known) has been 
transformed into oil and coal and we only release the 
bottled heat so stored by combustion or burning the me- 
dium in which the heat has been concentrated. The rea- 
son for this is that the bottling process did not involve a 
temperature element—it was more a chemical process— 
and if we took oil or coal and raised its temperature above 
that of the surrounding air, endeavoring to store heat by 
this means, we would find exactly the same difficulty as 
appeared in the bottle of water. The heat would simply 
dissipate in a very short time. 

So in a heated room, the same difficulty exists. The 
heat tends to flow out into every object or surrounding 
medium which is of lower temperature than the air of the 
room. It will also flow into the room from every object 
or source where a higher temperature than the room is 
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maintained or exists. For instance, people in a room help 


to heat the room because the body temperature is about 
98 degrees F., where the room temperature is usually 70 
degrees F. With this in mind, it is easy to understand 
why a radiator heats a room because it is at a higher 
temperature than the room. A stove, an electric heater, 
a lamp, a hot water pipe, all help to heat a room, but the 
outside windows and the cold walls work just in the oppo- 
site direction because they are cooler than the room. 


HEAT BALANCE 
F we add together all the heat supplied to a room (ex- 
| pressed in B.t.u. for convenience) and add together 
all the heat lost from the room (also expressed in B.t.u.), 
two quantities are developed which will result in the 
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From this it will be seen that the heat input must 
always equal the heat loss—that is, a heat balance must 
be maintained if the room temperature is also to be main- 
tained. If the heat balance is not maintained, the tem- 
perature of the room will automatically readjust itself to 
a point where the heat balance again comes into play. 

This fact explains why, when the radiator is too small 
for a room, the temperature will fall and also why, if a 
radiator is too large for a room, overheating will result. 
In the case where the radiator is too small, it simply 
means that the heat input from the radiator does not 
equal the heat losses from the room when the outside tem- 
perature is low, and in the other case that the radiator is 
supplying heat at a rate exceeding the room loss. 

Here an interesting fact develops, that in sizing radia- 
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Fig. 2 


room temperature remaining the same provided that these 
quantities are equal. (See Fig. 1.) If they are not equal, 
a change in temperature in the room will result. This is 
called the ‘“‘heat balance.” If heat is being supplied to a 
room more rapidly than it is being lost, the temperature 
of the room will rise, as shown in Fig. 2, until the loss 
equals the heat supplied, while if the heat supplied to a 
room is less than that being lost, then the room tempera- 
ture will drop, as shown in Fig. 3, until the losses are 
equal to the input. 


a 


tors it is necessary to size them for the lowest outside 
temperature likely to be encountered; supposing this to 
be zero, it means that the radiator must be large enough 
to supply a heat input equal to the room loss in zero 
weather. Yet the average winter temperature for locali- 
ties where zero is the extreme, is about 35 degrees F., 
from which it will be seeh that the radiator is under av- 
erage conditions about twice as large as necessary. This 
condition explains why buildings are so often overheated 
(Continued on Page 52) 
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Greater comfort and smaller coal bills were the results of applying 
insulation to the heating pipes 


Why Heat Leaves Home 


By CLYDE A. MANN 


lp see years ago a Catholic parish in Chicago built 
a two-story brick building for the sisters of a cer- 
tain order. This job almost caused the ruin, in 
that neighborhood, of the reputation of the heating con- 
tractor who put in the steam equipment. When winter 
came, with some days in January 15 to 20 below zero, 
the building was very cold. Some of the sisters had to go 
to bed to keep comfortable. The poor work of that con- 
tractor was advertised all through the parish. 

Not only was the building cold but the way fuel dis- 
appeared appalled the parish priest. Something had to 
be done about it. The question of what to do was put 
up to a heating efficiency man. He inspected the plant 
and the building. He recommended three things the 
heating contractor well might have insisted upon to in- 
sure success of that job. 

No. 1 recommendation was to cost but $150 and, as 
was short, No. 1 was adopted while No. 2 and 
No. 3 were not. No. 1 recommendation was the covering 
of the boiler and steam pipes with insulation. As soon as 
this heat waste was stopped, the sisters found the tem- 
perature comfortable on cold days and the parish priest 
found the coal bills very much less. 

For 25 years the value of insulating boilers and steam 
pipes has been well known, and covering them has become 
standard practice. But the heating contractor failed to 
apply this knowledge and so risked the failure of his in- 


money 


economical heating. 
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stallation of a heating plant in a building in which many 
of his patrons were interested. Why? Because he did 
not realize and did not have data to prove to the builder 
that covering of plant and pipes is of great importance, 
if comfort and economy are to be assured. 

Let us quote from a chart for “rating’’ steam and hot 
water pipe covering on the basis of fuel economy pub- 
lished by Better Building Registry. At the tempera- 
tures of that convent job, the waste of heat per 100 ft. 
of pipe represents in pounds of coal, 8,260 lb. or 80 per 
cent of the heat loss from bare pipes. No wonder the 
steam did not warm the upper rooms. 

Such wanton waste of heat is frequent in speculative 
buildings, because first mortgage lenders have not in- 
creased their loans to cover money saving items, such as 
the $150 for pipe covering. Certificates of rating are be- 
ginning to bring about more intelligent lending and, con- 
sequently, less building that disregards the essentials of 
In rating the fuel cost as well as the 
permanence, fire-safety and comfort of buildings, the 
“conditions of the heating plant’’ include credits for 
proper boiler and pipe covering. There also are credits 
for freedom from soot, for automatic damper control, for 
radiation in relation to the plant capacity, for efficient 
vacuum valves on radiators, for automatic stoker feed and 
for humidifiers. sag 

(Continued on Page 73) 
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ARTICLE No. 2 


tors that appeared in the issue of June 23, 

1928, it is economical to utilize the heat 
generated in burning garbage and other refuse. 
A great deal of fuel value is found in slack, 
shavings, paper, rubbish and garbage. Accord- 
ing to the opinion of many of the best sanitary 
engineers, one ton of garbage, when dry, con- 
tains as much heat as 200 lb. of good coal, and 
often much more. This heat content can be 
used for heating water for domestic services if 
the garbage is burned in water-heating garbage 
burners. The auxiliary fuel of combination 
burners may be either coal, oil or gas. Savings 
of 30 to 50 per cent in fuel by using a combina- 
tion garbage burner are possible. Thus the 
garbage pile assumes a commercial value to the 
owner of the garbage. 

By keeping the garbage on the premises and 
burning it instead of having the municipality 
haul it away, the owner of the building saves 
money in fuel, for garbage is generally worth 
one-tenth the price of coal, according to the 
statement of some makers of incinerators. Va- 


\ S MENTIONED in the article on incinera- 









































rious installations illustrate the advantages of Fig. 1 

operating a combination hot water heating gar- 

bage burner. For instance, in a store in New York City, a to procure records of the garbage 

garbage burner is used for destroying waste paper, broken ple burned, the amount of coal used, the 

: boxes, excelsior, etc. | 5700000 | amount of water furnished and its 

The entire building | | temperature when heated. The av- 
is supplied with ol, €A lo | erage temperature of the water was 
about 2,500 gal. of | | | found to be 160 degrees F. There 
hot water per day. ole 0 | was plenty of hot water. The garbage 
Only about 150 Ib. of | "oe | from every apartment was completely 
coal are used daily. 1 OIE burned without odor. The average 
The garbage provides | geet | cost of coal necessary for each apart- 
about two-thirds of | ({fse— 2 | | ment for heating water for 24 hours 
the heat necessary or |_ Uae | was only 2 4/5 cents. These instances 
an equivalent of 250 Qs 2 are reported in makers’ catalogs. 























Fig. 2 


to 300 Ib. of coal 
daily. 
At a restaurant in 
Chicago, the coal bill 
has been cut 50 per 











With ratings based on raising the 
Fig. 3 temperature of water in tanks 50 
degrees F. in one hour, at pressures 

up to 125 lb., the heating capacities 





























of the combination hot water heat- 
cent by installing a . 
garbage burner, and a gertage burners, as compared to 
the enpeseions save their capacities, are as follows:* 
$12.00 per month in Heating capacity Garbage chamber 

. gallon per hour capacity, bushel 
the cost of hauling 200 | 
the garbage away. At 300 2 
a hotel in the South, 400 3 
a water-heating gar- oe , ‘ 
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to the chimney, never reduced. A 
tight joint should be made and the 
garbage burner should be set close 
to the chimney in such a position 
that plugs can be removed and 
tubes cleaned. In this design, the 
garbage burner is also equipped 
with by-pass to prevent the wet or 
damp garbage from smothering the 
fire when it is first started; it pro- 
vides a path for the flames around 
the garbage, drying it to a point 
where it ignites and burns without 
odor. 


Another incinerator in which the 
furnace is used for heating the 
water for domestic purposes by the 
r2gular fuel as well as by the heat 
from the garbage, is shown in Fig. 
), The garbage is thrown into the 
ipper chamber of the water heater 
and the coal into the lower cham- 


ber. The garbage is dried within a 
short time, after which it burns 
readily. It is always advisable to 


select a hot water heating garbage 
burner with a _ heating capacity 
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A typical instal- 
lation of a combina- 
tion hot water heat- 
er and garbage 
burner with hot 
water supply tank is 
shown in Fig. 1. The 
smoke pipe _ should 
always run full size 


ular design has a 
heating capacity of 
500 to 1,500 gallons 
per hour, depending 
upon its size, and 
holds from 2 to 10 
bushels of garbage, 
respectively. 

A different design 
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equal to the maxi- 
mum demand for hot 
water during any 
hour of the day, and 
a storage tank which 
has at least one and 
one-half times the 
capacity of this 
hourly heating ca- 
pacity. This partic- 


termittent type of hot 
water heater and gar- 
bage burner is used. 
A design of this type 
is shown in Fig. 5. 
The garbage is placed 
in a heavy cast iron 
garbage chamber, 
where it dries and 
burns. The smoke 
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Fig. 6 


of garbage burner is shown in Fig. 
3. The smoke connection is cen- 
trally located on top of the heater 
to provide a direct up-draft which 
can not be choked by overloading 
the refuse or garbage chamber. 
The grate consists of water tubes 
and two vertical sides of the section 
are provided for receiving the gar- 
bage and refuse. This is thrown 
on the tubes over the fire, where 
it burns as soon as dry. 

There are some types of combina- 
tion garbage burners which are 
made in both the vertical and the 
compact design. Fig. 4 shows an 
incinerator of vertical design. This 
particular design is made in both 
welded and riveted steel type for 
various uses. 

In some homes only a small 
amount of hot water is required 
daily. Under these conditions a 
heater for continuous firing would 
be unsuitable. Therefore, the in- 
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and gas from the coal fire is carried to the rear and over 
the top of the garbage until the garbage is dried, while 
the flames pass through the garbage. This type of in- 
cinerator requires only a few shovelfuls of coal a day 
and it utilizes the heat from the smaller or greater amount 
of garbage and 
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possible to install a garbage burner of the hot water 
heating type for rendering auxiliary service to the auto- 
matically operated plant, but this requires special control 
and other equipment to complete the installation. In 
such cases, the contractor may desire to install another 

type of incinerator 





refuse which ac- 
































—one that merely 
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combination  gar- 
bage burner which 
is suitable for one 
family homes and 


























type of the gas- 
fired incinerator is 
shown in Fig. 8. 


oy 








small apartments 
is shown in Fig. 6. 
Here the intake is 
also at the top. The interior construction differs from 
that shown in the preceding type. This incinerator is also 
available in a size designed to meet the garbage disposal 
requirements of 12-apartment or similarly sized buildings. 
The design illustrated is for this larger service. 

The combination hot water heating garbage burners are 
suitable for apartments, restaurants, smaller hotels, hos- 
pitals, institutions and other buildings where garbage and 
refuse accumulate at 
the rate of a few 
pounds to 100 pounds 
per hour. The types 
shown so far are 
fired with coal, but 
there are also types 
available which are 
fired with gas or oil. 
As a rule, these 
smaller incinerators 
have a water heating 
capacity of 75 or 100 
or more gallons per 
hour. For the small 
home, however, there 
is another type of 
combination garbage burner shown in Fig. 7. It may 
be installed either in the basement or in the kitchen. A 
small hot water heater can be installed to heat water 
for the laundry and other service. Either coal or gas can 
be used for auxiliary fuel. 

















Fig. 12 


GAS-FIRED INCINERATORS 
¥ homes and in other buildings where an automatically 
operated heating plant fired with coal, oil, gas or elec- 
tricity is used, the combination hot water heater and 
Sarbage burner is not often used. However, it might be 


Fig. 


11 pacities of 2 and 3 
bushels of garbage 
and, therefore, is suitable for the average family. A time 
control may be fitted to shut the gas off at any time within 
two hours. As a rule, this type of incinerator need be 
fired only once or twice a week. It can be started by 
pressing a button or turning a clock. The ashes and other 
residue can be dumped into the pit by pulling a lever. 
Fig. 9 shows how the garbage is reduced to one-sixteenth 
of its bulk by being dried in the gas flame and how this 
again is reduced to 
one-sixty-fourth of g 
the original bulk in 
burning. 
Restaurants, clubs, 
hotels, institutions, 
etc., which can not 
destroy their rubbish 
and garbage in com- 
bination heaters and 
garbage burners, may 
wish to use the gas- 
fired domestic incin- 
erator. Larger sizes, 
say 9-bushel capacity, 
are designed for this 
service. Fig. 10 
shows a type of gas- 
fired incinerator used 
for this larger re- 
quirement. In this 
particular type, the 
refuse material may 
be loosened, after it 
has shrunk, by mov- 
ing the agitation 
lever. In the illus- 
(Cont’d on Page 47) 


























Fig. 13 
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HOW THESE PLUMBING 
ii CONFERENCES ARE CONDUCTED 
yy 
oH (1) A Plumbing Problem is ypublished in 











**‘Domestic Engineering. 


Readers send in solutions of the problem 
or discuss it in a letter. 


(2) 


The Schoolmaster studies the solutions 
and letters sent in. 


(3) 


=| 














The Schoolmaster prepares an article in 
which he comments upon the solu- 
tions and discussions sent in, makes 
correction, answers questions, etc. 


(4) 





The Schoolmaster article is published in 
**‘Domestic Engineering.’’ 


(5) 














Those who send in solutions and thou- 
sands of others study these articles 
which is the reason they. frequently 
have been spoken of as ‘‘The greatest 
single factor in plumbing education.”’ 
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Give Us Your Idea of This 


Drawing 


STUDY of about 400 municipal and state plumb- 
A ing codes that we have collected, develops the 

fact that there is hardly one of them that is en- 
tirely satisfactory. Some of them are fine, others are not 
so fine, and some are impossible. 

In the incorrect drawing of the drawing problem that 
we are setting before you, nearly all the wrong practices 
shown are taken from one or the other of two cities in 
one of the largest middle Atlantic states. To one who 
is accustomed to plumbing practice that is strictly mod- 
ern and up-to-date, some of the things shown in this ele- 
vation will almost incredible. For instance, the 
work shown on stack E is just as bad as it can be, but 
it is work that is actually being installed and passed 
by the plumbing authorities of one of these two cities. 

Do you note on stack D that a lavatory on the second 
floor and a set of wash trays in the basement are un- 
vented? The reason for this is that the plumbing code 
of one of these cities demands the proper venting of 
fixtures when there are two or more in a group. When 
only a single fixture has to be considered, it does not 
have to be vented. We have seen a drawing for pro- 
posed work that included just such connections as these, 
and the drawing was passed. 

In the same code the provision is made that an inside 
rain leader shall connect into the house drain on the 
sewer side of the main trap, to act as a vent for the 
sewer, and that the connection shall be made through a 
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cellar floor drain, which of course, has to be connected 
outside the main trap. A further requirement is that 
whenever possible, a refrigerator drip sink shall connect 
into the rain leader, the idea being that the rain water 
will keep the refrigerator discharge flushed out. Please 
note the absence of a fresh air inlet. 

As shown on stack F, if a water closet is alone, with 
no other fixture near, it need not be vented. 

Practice in one of the cities calls for the venting of a 
set of wash trays, allows one trap to serve a sink and set 
of wash trays, and at the same time demands two traps 
on a combination fixture. 

These inconsistencies are further evidenced by the fact 
that the code which allows the work shown on stack E 
demands that the right hand area drain be vented. 

No matter how ridiculous an error may be that we show 
on one of these incorrect drawing problems, one is almost 
safe in assuming that somewhere work is being installed 
in that way. 

We show in connection with this problem a skeleton 
elevation, with the fixtures shown in the same relative 
positions as in the incorrect elevation, and we want you 
to use the skeleton in making a drawing showing how 
you would install this same job. 

One could write a volume on the work here shown, 
and we wish you would discuss some of the features seen 
in this drawing, and send your remarks in with your 
drawing. If you do not care to make a corrected draw- 
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Every reader is urged to take part in these plumbing conferences, 


All that is necessary is to send in a solution of a problem, a question, 
a comment or a discussion of a problem. 


No one should hesitate to send in a plumbing solution because he 
cannot draw well, for each drawing sent in must be redrawn in India 
ink so that it can be made into a zinc etching for printing. The ability 
to make good plumbing layouts is, however, a factor of increasing 
importance toward success in the plumbing business. 


Each drawing, solution, question, comment or discussion should 
bear the name and address of the sender and date of the issue in 
which the problem appeared. 


Initials only or an identifying name will be used in connection with 
the publication of a drawing or letter if requested. 








ing, send us your own personal opinion and ideas con- 
cerning any feature of this work that you feel like dis- 
cussing. This sort of thing will be helpful to you and to 
the rest of the Class. 

We would like to see a broader application of the good 
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that comes from these problems. In other words, if some 
of those who like to study these drawing problems do 
not want to work out the corrected drawings, they can 
still have a part in the work of the class and add greatly 
to its value and effectiveness, by discussing some of the 
many features of the drawing. 


For instance, this drawing shows a method of discharg- 
ing the refrigerator drip sink into a rain leader. Write 
us what your opinion of this sort of connection is, how 
it is handled in your own city, or town, or some other 
place, how you think it ought to be done yourself, and 
anything else you have in mind that would be interesting 
to the class on the subject of refrigerator connections. 
You would be surprised to know what a great variety of 
different ordinances govern just the one point of carry- 
ing a refrigerator stack through the roof. Tell us when 
and under what conditions this pipe has to go through the 
roof in your own town. 

Tell us what you think of using a main trap without a 
fresh air inlet, or what you think of a main trap anyhow. 
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RETAIL ADVERTISING SERVICE 


















$4.20 for twelve weeks’ service. We send new cut each week. You take copy from this page. 


Newspaper advertising 1s necessary to a modern merchandising plan, because it reaches a larger group 
than the retailer can reach through the mails, and because it reinforces his direct-mail message for those 
who are on his list. To make tt easy for the plumbing and heating contractor to handle his newspaper ad- 


vertising we offer the service on this page. 
week we send a reprint of this page. The charge is only $4.20 for twelve weeks. 


Each week we send an illustration cut. Each 














Ready for Winter 


—both home and wardrobe? 


hAANY folks will be quite sure that their 


winter wardrobe is in excellent condi- 


tion—and neglect to make sure that the 
heating plant is ready to function. There 
are “moths” at work on the heating plant 
during the summer, too—and that is why we 





Getting Ready for Winter 


HE housewife who is be- 
ginning to think of the 
family wardrobe for cold 
weather wear ought at the 
same time to think of the 
roblem of house heating. 
e heating plant ought to 
have a little attention during 
this, its “off season’ very 
much as winter clothing gets 
its airing. We recommend a 
careful inspection now to in- 
sure good working condition 
of the heating plant when 
cold weather comes. 


(In this s 
Name, Telepho 


ce your 
one 
and Address) 


umber 























END out to your customers this letter—it should bring a num- 
S ber of inspection calls from which you can develop further 
business. 


HARRY BROWN 
PLUMBING & HEATING 


suggest a careful inspection now so that when 
the first cold day comes you will not find 
yourself without heat—and perhaps with an 
expensive repair bill to pay. Just phone. 
(In this A ana your Name, Telephone 
umber and Address) 


Two Rivers, N. Y., 
Mrs. Edward Jones, Aug. 25, 1928. 
Two Rivers, N. Y. 
Dear Madam: 
soon you'll be getting the fall 


wardrobe for the family in readiness. 




















ET your name in the news columns as 
often as possible—here is an item to 
clip and hand your local editor. 





TAKE THE 
“STITCH” IN TIME 


“Those starting out on a long 
automobile tour,’’ says Harry Brown, 
local plumbing and heating contrac- 
tor, ‘‘will go over their cars, or have 
a mechanic go over them, to make 
sure that everything is in good shape. 

“Yet many of us start out on the 
long winter months without looking 
to some very important things in 
our homes. When warm weather 
comes we sigh with relief that we 
can ‘let the fire go out.’ We don’t 
think of the heating plant again 
until some morning a bit of frost 
makes a fire imperative. 

“That morning isn’t so far away 
now. Before facing cold weather 


folks ought to do as they do with 
their cars—have them inspected to 
be sure they’ll be ready for their 
job.’’ 





We suggest another task in this connec— 
tion——one which we will take care of for 
you. We suggest an inspection of the 
heating plant in your home. 

We all breathe a sigh of relief when 
we can let the fire go out after attend— 
ing to it during the long winter months. 
Then we forget about the heating plant. 

Too often when the heating plant is 
started in the face of the need for 
warmth it will not function. At the be—- 
ginning of every heating season we are 
Simply deluged with calls for immediate 
heating plant service—and every call is 
accompanied by the urgent, "Come at 
once." 

We suggest, therefore, that you have 
the heating plant in your home inspected 
now. When the cold weather comes, 
you'll know it's ready for service. And 
by correcting whatever faults may be 
present now, you will save those large 
repair bills which arise out of trying 
to force a weak heating system to do its 
full job. Telephone us today. 

Yours very truly, 
HARRY BROWN. 
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PLUMBING & HEATING 
ERCHANDISING 








[he front cover of this 
issue 1s a reproduction 
of the covered sign for 
the fifth edition of 
“The Story of the 
Bath” just3zoff the 


press. 


Showing how one alert 

master.plumber uses the 

slogan for drinking 
fountain covers 





This is the nineteenth he BA | FF A - A Y ( AMPA | Cai 
of our studies in the ° . 


field of merchandising 


How Associations Have Used It 


How It Has Helped Build Business 
20 





How Associations have used 






The Bath a Day Movement 


» 





A Rotary meeting at whtch copies of “The Story of the Bath” were distributed at the suggestion of Thomas F. 


Nolan. of . {lbany, N. 


N NOVEMBER of 1920, ‘“‘Domestic 
Engineering’ announced to 


industry 


the 


plumbing the inaugura- 
tion of the Bath a Day movement. Here, 
in our own words, was the purpose of 
the “The world and his 
wife buy ideas, not goods. That is to 
say, they spend money for goods, but 
buy the 
goods represent. Thus it is that peo- 
money for phonographs in 


campaign: 


what they really is the idea 


ple spend 


order to buy music; they purchase 
washing machines to cut down labor 
and to save the fading of colors and 


the mangling of buttons by persistent 
laundries; the pleasure of a shave a 
day has sold the safety razor and kept 
it sold.’”’ 

There may seem nothing very excit- 
ing in this statement today——but in 
1920 the mer- 
chandising world was just beginning 
to realize that trying to cloth, 
or mechanical equipment, or food, in 
terms of the 
make them, was not sufficient. People 
bought autos for reasons other than 
that they had four wheels and a motor 
which made them go. After all, when 
get down to that 


whole advertising and 


sell 
went to 


things which 


essentials, was 


you 





























all the automobile people were telling 
us prior to that time. 

And even then, when the advertis- 
ing of individual products was being 
changed so that appealed to a 
man’s love of the open country in or- 
der to sell him a gar to get him out 
of the city——or to his personal pride to 
make him buy a better suit of clothes 
—even then the idea that you could 


you 





SIGHT years old, and still go- 
ing strong is the Bath a Day 
Movement! These pages tell some- 
thing of the activities by associa- 
tions and alert master plumbers 
in pushing the Bath a Day idea, 
and what the movement has ac- 
complished for the industry, not 
only as an educational effort, but 
as an actual builder of business for 
the individual master plumber. 
Endorsed by educators, profes- 
sional men, as well as by the in- 
dustry as a whole, the slogan, ‘‘A 
Bath a Day Keeps You Fit Every 
Way’ is familiar from one end of 
the country to the other——and in 
some foreign countries. 
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Y., past national president 


sell a whole industry to the public 
according to the same principles didn’t 
enter the minds of merchandising 


men, 


LAUNCHING THE CAMPAIGN 
HAT’S why the Bath a Day move- 
ment was so successful right from 


the start. Here was something orig- 
inal toward solving the problem of 


putting a whole industry before the 
public, indicating exactly just where 
that industry contributed its share to 
the general well-being. And what a 
contribution we had to point out! We 
could honestly, and without exaggera- 
tion, say that bathing every day was 
an aid to health. And, as we have 
pointed out since then, the practical! 
value of the Bath a Day Campaign to 
the plumbing industry lay in that fact 
that: ‘“‘Wherever they bathe more, they 


buy more.’’ As will be seen from 
statements by plumbing and heating 


contractors in the following pages, 
this has actually been the result where 
men have swung behind the campaign 
and pushed it vigorously. 

Following the announcement of the 
campaign, in 1920, a national contest 
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was staged in which thousands of sug- 
gestions were received for a slogan to 
be used in the Bath a Day movement. 
The one which was finally selected is 
now probably as well known nation- 
ally as almost any other slogan on 
which many hundreds of thousands of 
dollars have been spent. “A Bath a 
Day Keeps You Fit Every Way” may 
be heard from coast to coast. The fa- 
miliar black and orange—the colors of 
the Bath a Day material—may be seen 
in almost every city and town in the 
country. 


When the slogan had been accepted 
by the judges, and the reward paid, 
there were designed the various items 
which have helped to keep the Bath a 
Day idea before the public. There 
was the sticker for use on letterheads, 
envelops, statements, etc.; the window 
transfer for doors and show windows: 
the big sign for hanging in the store 
and shop or on delivery trucks: the 
small cut of the slogan to be printed 
on stationery and used in advertising. 
Then came the first booklet in the 
campaign, ““The Need of Frequent Bath- 
ing,’’ followed by the booklet which 
has gone on winning popularity and 
which has just been put through its 
fifth large printing—‘The Story of the 
Bath.”’ 


With the publication of ‘“‘The Story 
of the Bath’’ we considered that the 
movement was a completed unit and 
might be used as a campaign success- 
fully in any city or town, as it has 
been. Always remembering that 
the Bath a Day stickers, posters, 
window transfers, etc., have been 
used to identify those who have 
taken part in a campaign, partic- 
ularly those who have distributed 
copies of ‘“‘The Story of the Bath,’’ 
we may consider the uses to which 
this fascinating little booklet has 
been put. 


EDUCATIONAL WORK 

IRST and foremost has been 
i distribution of copies to 
the schools of the country for use 
as supplementary reading in the 
Classrooms. In over one hundred 
and sixty cities and towns, copies 
have been so distributed, some- 
times by alert master plumbers, 
sometimes by associations. For 
use in the schools we prepared an 
examination list of questions 
which the teacher was to use in 
her class, after the children had 
been through the booklet. This 
assured her that the pupils were 
getting the full benefit of the 
booklet. To indicate how the 
message fastened itself in the 
minds of the children, and how it 
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passed from them into the home, we re- 
produce a letter from a school teacher 
who was furnished with a very small 
supply and who made very great use 
of them. Thousands of homes have 
had this message of better health 
through more frequent bathing 
brought into them by the children 
who have listened to readings from 
“The Story of the Bath,’’ or have 
themselves studied it. 


In countless other homes the book- 
let has been distributed by health 
nurses, endeavoring to bring to a 
higher level the living standards of 
those families it is their duty to serve. 

Then, something over a year ago, 
the manager of a local branch of one 
of the large manufacturing companies 
in the plumbing industry took around 
to his Rotary luncheon a sufficient 
number of copies to distribute among 
the members present. We announced 
this fact in the columns of ‘‘Domestic 
Engineering,”’ 
ber of wholesalers and master plumb- 
ers have secured copies of ‘“‘The Story 
of the Bath’’ to be given to members 
of the various service clubs——the Ro- 
tary, Lions, Kiwanis, Booster, ete. 


and since then a num- 


Growing out of the use of “The 
story of the Bath” in the schools is 
the essay idea. In Illinois several 
years ago a state-wide contest was 
held. Copies of the booklets were 
distributed to the schools and word 
was given to pupils that they might 








Doris McDuffee, who won the Bath 

a Day essay contest sponsored by the 

Memphis local during the last na- 
tional convention 


3l 


compete for the prizes offered by the 
state association of master plumbers. 
Hundreds of essays were received and 
many columns of publicity favorable 
to the master plumber and the indus- 
try at large grew out of this contest. 


NATIONAL ACTIVITIES 

HE National Association of Mas- 
§ ip Plumbers has always recog- 
nized the worth of the Bath a Day 
Movement. On three separate occa- 
sions it has made the Bath a Day idea 
a central point of national conventions. 
The first time was in 1922, when this 
bulletin was issued by the association: 

“The Fortieth Annual Convention 
of the Master Plumbers Association 
has adopted the slogan ‘A Bath a Day 
Keeps You Fit Every Way’ for their 
own in advertising the Exposition at 
the General Motors Building in June. 

“To bring this slogan home to the 
general public the merchants of the 
city are being solicited for space in 
their display windows for appropriate 
exhibits of bathroom fixtures and sup- 
plies. The main thoroughfares of 
dynamic Detroit will be a visual ad- 
vertising of the ‘Bath a Day’ habit, 
it is hoped.’’ 

Again at the Portland convention, 
in 1925, the city blazoned forth in the 
“Bath a Day’”’ colors, which was the 
central idea around which all the pub- 
licity for the convention was built. 

This year, in Memphis, 4,000 school 

children participated in a “Bath a 
Day’’ essay contest, the details of 
which are given below. A _ reso- 
lution was passed, also, which rec- 
ommended that such a contest be 
staged in connection with every 
national convention to be held 
from this time forward. 

You will find on this page we 
show a picture of the charming 
Southern miss who captured first 
prize in the contest. Prior to the 
convention, five thousand copies 
of ‘“‘The Story of the Bath” were 
distributed to Memphis school 
children, under the plan formu- 
lated by the Memphis association, 
under the initiative of F. A. Bur- 
meister, executive secretary of 
that body. James L. 
plumbing instructor in the Voca- 
tional Training School of Mem- 
phis, was chairman of the essay 
committee, which included Mr. 
Burmeister, George T. Heisler and 
D. L. Simpson. 


Evans, 


Arrangements were made with 
the School Board to have the nec- 
essary rules drawn up and an- 
nouncements made to the stu- 
dents. The judges consisted of 
Robert MacCartan, manager of 
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the Memphis branch of Standard Sani- 
tary Mfg. chairman; 
Morris, editor of the “Commercial Ap- 
peal’; Dr. S. L. Wadley of the Board 
of Health. These gentlemen were to 
the all the 
compositions teachers of 
for 


Co., as George 


selection of 
the 
each grade had themselves selected 


make final 


which 


submission. 
The rules of 
follows: 


the contest were as 


Essay must not exceed five 


hundred words in length. Each 
school is asked to select two of 
the best essays to submit to the 
the These 


judges of contest. 


judges will decide the winning 
prizes in the city. Prizes in 
the grammar schools are as 
follows: 
First $25 
EE ee ee 20 
TIE sd oka dt abel ig Ad 15 
POMTUM osc ver eue 10 


Prizes in the high schools 
are as follows: 
> RS ry $35 
a 25 
NE ahd GO 6 bai Ba 15 
ee 10 
The school furnishing the 
highest percentage of essays to 
receive a large United States 
flag. No son or daughter of 


anyone engaged in the plumb- 


ing business is permitted to 
participate in the distribution 
of the prizes. 

As recorded, some four thousand 


this 


schools 


participated in 
Most of the 
the essays—in 


was six hundred or 


school children 
contest. 
all of 


number 


essay 
sent in many 
cases the 
more. The judges could not, of course, 
undertake to get through these essays, 
limited, 
which 


their choice ac- 
the 


had 


so that was 
those 


previously 


cording to rules, to 
the 

Seven schools were awarded United 
States flags, valued at $35 each, 
ing to the number of essays presented 


teachers selected. 


Oow- 


that is, were presented by 
100 per cent of 
The winning 
convention 


received. 


essays 
the eligible students. 
the 
enthusiastically 


essay was read to 


and was 


Quite naturally, the essay contest 
merited a great deal of publicity. One 
of the members of the judges’ com- 


mittee editor of a Memphis daily 
newspaper, and with school in 
the city in the contest, there was, of 


the 


was 
every 
course, city-wide interest in out- 
come. 

So successful was it felt the contest 
had been that the committee in charge 
made the recommendation which was 
adopted by the assembled convention 
“that a contest be 


—namely, similar 
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Here is a letter which shows just how 
the Bath a Day idea gets into the 
home to influence buying 





"My dear Sirs: 

At my first opportunity I am 
writing to you to say how very useful 
I have found your little book, "The 
Story of the Bath" to be. It is the 
only thing of its kind in print. The 
great mistake made by most writers on 
such subjects, I believe, is to un- 
derestimate the intelligence and 
reading ability of the children for 
whom they are writing 

As a summary for my series of 
health lessons on the care and struc- 
ture of the skin, etc., I found your 
story priceless. Many children, I am 
sure, did not miss a single thought 
or overlook an illustration. All 
were keenly interested and more than 
one must have repeated at home some 
of the ideas you gave them, judging 
from bits of conversation overheard, 
requests to take books home over 
night, and comments made by parents I 
have met 

Over four hundred children have 
read and enjoyed it this year. More 
than that, they love it. I am sure 
that the unprompted outbursts of 
appreciation from even some of the 
usually most inattentive children 
would, alone, repay the hours spent 
in the preparation of "The Story" and 
the drawings 

My 20 copies show wear 
dread to think that once or 
more may make it impossible 
children to have individual 

I sincerely wish cther similar 
topics were as attractively handled 
and in publication at this time to be 
used in my health work in the 7th and 
8th grades in Monsarrat Departmental 
School, Louisville, Ky 

Sincerely. 
(Miss) L. D. Smith." 


and I 
twice 
for the 
copies. 











held annually in the future under the 
the body in all 
cities for the purpose of 


auspices of national 
convention 
disseminating the message of sanitary 
plumbing among the youth of these 
cities, as well as in the interest of the 
generally.” 


plumbing industry 


OTHER NATIONAL ACTIVITIES 

N OTHER ways the national body 
| has shown its appreciation of the 
value of the Bath a Day Movement. 
The late Frederick E. Fladd, as chair- 
man of the National Educational Com- 
mittee, was indefatigable in calling to 
the attention of officers of local 
ciations the of the Bath a Day 
idea and the possibilities for improv- 
ing conditions for the trade if local 
bodies would get behind the campaign 
and push it in their cities. The photo- 
graph reproduced with this article 
meeting of the Rotary Club 
in Albany, at which copies of ‘‘The 
Story of the Bath’’ distributed 
and the booklet was made the basis 
of a talk by a representative of the 
Plumbing and Heating Industries’ Bu- 
reau. 


asso- 


value 


shows a 


were 
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Outside of our own industry, the 
most enthusiastic comments have been 
made by those who have had an oppor- 
tunity to read the booklet. Educators, 
doctors, nurses—professional people 
generally have recognized its worth. 
One of the largest manufacturers of 
soap in the world has been the most 
consistent user of the booklet, and to 
this educational work attributes an in- 
crease of 50 per cent in volume done 
in the city of San Francisco in one 





year. Wherever you will find organi- 
zations interested in hygiene listing 


the literature of health, you will find 
“The Story of the Bath’’ on that list. 

But, aside from the active endorse- 
ment of the movement by the national 


body, and the consistent use of the 
Bath a Day material by individual 
master plumbers and _ associations, 


perhaps the finest tribute was paid to 
the Bath a Day idea at a national con- 
vention of business paper men. The 
topic under discussion was ‘‘How can 
the business paper best aid the indus- 
try of which it is a part?’ In the 
course of the discussion attention was 
called by the chairman of the meet- 
ing to the Bath a Day Movement which 
he characterized as the most construc- 
tive piece of work, he felt, any busi- 
ness paper had ever done for its in- 
dustry. 

During the school year ‘‘Domestic 
Engineering’ receives requests con- 
stantly from teachers who have seen 
“The Story of the Bath” listed in pub- 
lications devoted to matters of 


hygiene. Each teacher writing us re- 
ceives a complimentary copy of the 
booklet, and her inquiry is immedi- 


ately referred to the local association, 
if there is one. If not, the inquiry is 
sent to the state association. This 
gives alert officials something on which 
to work to keep up interest in associa- 
tion matters. 

It is practically impossible to gauge 
just how many people have been in- 
fluenced by the Bath a Day idea. The 
hundreds of thousands of copies of 
“The Story of the Bath’’ which have 
been distributed, the tremendous num- 
ber of buttons, stickers, posters, etc., 
all bearing the Bath a Day slogan— 
for eight 
give con- 
idea has 


all these have been at work 
vears. The following pages 
crete examples of what the 
done for individual master plumbers. 
It builds prestige, it builds sales, and 
it may, in a thoughtful man’s hands, 
be a real force for civic progress. With- 
out doubt the Bath a Day idea has 
served the plumber constructively. It 
has placed the plumber before the 
public as one of the few craftsmen— 
merchants serving a genuinely funda- 
mental need. 











How one alert master plumber 
uses the Bath a Day slogan in the 
form of winter covers for drink- 


ing fountains 





Building Business and Prestige 
—by pushing the Bath a Day idea 


HE Bath a 
designed to help sell the plumb- 
ing industry. And, in the hands 


Day Movement was 


of an alert master plumber, it  be- 
comes an equally powerful force in 
selling his services. All of the ma- 


terial which has been created for the 
campaign has been widely used by 
master plumbers in tremendous quan- 
tities. the 
quantities may be gained 
from the fact that in report- 
the 
ment at the end of its second 
vear, five million of the Bath 
a Day stickers had been used 
on mail sent out by the indus- 
try! As before mentioned, 
“The Story of the Bath” has 
just gone through its fifth 
large printing with the half- 
million mark looming up. 
Tens of thousands of the Bath 
a Day buttons have been 
pinned on school boys and 
distributed at conventions. 


Some idea of 


ing results of the move- 


Bath a 
windows—pic- 


Thousands of shops bear the 
Day slogan on their 
tures may be seen in this section—and 
have the big posters framed and hung 


ia 





Pinski Brothers, Great Falls, Mont., 
have a Bath a Day float in 4th of 
July parade 























while it 
say how many men have secured the 


in the store, is impossible to 
small Bath a Day slogan cut to be used 
on stationery. 

In these 
eral 
from 


pages will be found 
photographs .which 
Carl C. Mott of 
Plumbing & Heating 
Missoula, Mont. Mr. 


sev- 
come to us 
the Service 
Company, of 
Mott has long 
been a believer in the Bath a 
Day movement. Records in 
our offices show that Mr. Mott 
began the Bath a 
material away back in 
and has continued to 
then. The 
Plumbing & Heating Com- 
pany, by the way, is composed 
of Mr. Mott and L. J. 


using Day 
1923 
use it 


since Service 


Lembke. 

One of the photographs was 
taken looking through the 
window of the Mott store. It 
shows some of the fixtures on 


display—-but the thing we 
want to call attention to is 
the use of the Bath a Day 
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emblem, made up in the same tile as 
the floor. For greater detail, we also 
reproduce a close-up of the emblem. 


This is in the Bath a Day colors— 
black and orange—and invariably at- 
tracts the eye of the passerby. Then, 
if you will glance at the rear of the 
store, you will see that two more of 
the Bath a Day emblems are 
to be seen on the walls. 

Mr. Mott has worked out 
what is perhaps the most 


unique use of the emblem. It 


gets cold in Missoula in the 
winter time. They do not 
claim out there to compete 
with California weather. it 


becomes necessary to turn off 
the water supply to the street 

Mr. Mott 
happens to 


drinking fountains. 


saw what usually 


a piece of city equipment of 
that kind 


protected 


which remains un- 
for a number of 


So he arranged with 
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as they trace it to the big one in the 
floor in our show window.”’ 


Among the many other uses to 








Set 


How the Bath a Day slogan looks 
into the floor. Below you see it from 
outside the window 
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This same use of the emblem is fol- 
lowed by Pinski Brothers, of Great 
Falls, Mont. The method is the same 
so that we have chosen for reproduc- 
tion a photograph made of a float en- 
tered by Pinski Brothers in the 4th 
of July parade. On each of the four 
corners was the Bath a Day, emblem. 
Six boys in bathing suits were 
enjoying themselves under a 





shower bath. The sign along 
the side reads: “‘The healthi- 
est nation in the world has 
the best plumbing in the 
world.”’ 


It would be almost true to 
that ‘“‘Everything Tom 
Halligan, of Jamestown, N. 
D., touches turns to the Bath 
a Day Movement.’’ Mr. Hal- 
ligan is, without doubt, one of 
the most consistent users of 
the Bath a Day material in 
the country. Pick up one of 
=| his letterheads; it has the em- 


Say 











months. 

the city to furnish covers for 

the winter protection of the fountains. 
What the 

from the photograph of 

It is of metal, with the 

slogan, in the familiar 


cover is, you see 
the 
Bath a 


black 


may 
fountain. 
Day 
and 
orange, reproduced on it. Through 
these years the Bath a Day idea has 
building up a prestige 
As Mr. Mott says: ‘‘They 
all know where the emblem belongs. 
When they they think of the 
Service Plumbing & Heating Company, 


been certain 


for its user. 


see it 


which the Bath a Day emblem has 
been put is the use of it in connection 
with the spare tire carried for the 


truck. So far as we know, Fred Finder, 
of Champaign, IIl., the first to 
put the emblem to this use. The 
photograph shows three of his cars in 
building. 


was 


front of his fine new store 
Note how the emblem has been fitted 
into the spare tires on the first two, 
and placed on the side of the door on 


the third. 





blem on it. The emblem was 
likewise on the envelope in which the 
If the letter encloses a 
statement or an invoice, or both, you 
will find the emblem on them. If, on 
the other hand, Mr. Halligan is send- 
ing you a check, on the check you’ll 
find the Bath a Day emblem. To en- 
able you to keep a check on the tem- 
perature, he has a thermometer, made 
of cardboard, the lower end of which 
is an enlargement of the Bath a Day 
emblem. And if you will look at the 


letter came. 
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photograph of the front of his store 
you will see that he has a similar 
thermometer—much larger, of course 
—there at the right of the window, 
and the Bath a Day emblem is at the 
top of it. 

Let Mr. Halligan tell the story in 
his own words: “Several 
years ago we decided to use 
the Bath a Day slogan, and 
to keep continually at it, and 
we are not sorry for it now, 
for we have gained a lot of 
publicity for that reason 
alone. 

“The writer belongs to 
the local Rotary club, and 
very often is referred to as 
‘Bath a Day Tom,’ and not 
only at the Rotary club but 
at many different gather- 
ings. 








“‘Under separate cover we 
are mailing you a thermom. 
eter. We always have a sup- 
ply of these on hand the 
year around, and we believe 
we have a thousand of them 
on display at different homes 
and business places. of 
Jamestown and vicinity, and 
we often have some one ¢all 
in and ask for one. You 
will note on the picture of 
the store, on the right side, 
we have a large thermome- 
ter, an exact duplicate of the 


Bacher 


wwe 


wwwww 


RING FRED aA £] 


at 


hREDA. FINDER 














Above—Trucks of Fred Finder. of small thermometer, fifty-two inches 


Champaign, [ll., carrying the Bath a 
Day slogan in the spare tire. Below— 
The store of Tom Halligan who ts a 
most consistent user of Bath a Day 


material 














high and fourteen inches wide. We 
had our tinner make this out of gal- 
vanized iron, and where the mercury 
tube is inserted galvanized iron is cut 
out and board bolted on, for two rea- 
sons. One, to stiffen the thermometer 
body and the other to fasten 
the mercury tube on, as 
there is too much expansion 
and contraction for the mer- 
cury tube if on the iron. 

‘‘We had the local painter 
paint this thermometer for 
us, and we have it fastened 
to the wall with four ordi 
nary closet screws so it is 
easily taken down. We have 
it painted and varnished 
once a year. We always 
carry an extra mercury tube 
for the outside thermome- 
ter, but in the last six years 
or so, since we have used it, 
we have only had two bro- 
ken tubes. Several people 
stop to take the readings, es- 
pecially when the weather is 
extreme either way. 

“We use the small Bath 
a Day signs on our two 
trucks, on the lower right- 
hand corner of the wind- 
shield. We also have the 
same painted on the trucks, 
and occasionally we_ stick 
one in the rear window of 


he 
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the Dodge coupe that serves both for 
Then 
the slogan painted on our office clock, 
This is 
is let- 


pleasure and business. we have 
panel. 

and 
attractive. 
office 


on the bottom glass 


twelve inches in diameter 


and rather 


transfer on 


tered in gold 
We also 


door and now and then 


have a our 


put a twenty- 
one inch poster in each window. 
“There is a bowling team here that 
is known by the writer’s name. A few 
weeks ago they held a state tourna- 
ment here and the team came over and 
asked the Bath a Day 


signs to decorate the alleys—this with- 


for several of 
out any solicitation. 

“The 
treasurer of the North 


secretary and 
Dakota Master 
and you 


writer is also 
have 
slogan on all 
checks, letters, For the last two 
years we have used the big posters at 
year at 


Association, 
the 


etc. 


Plumbers’ 


perhaps noticed 


Last 
had these 


convention cities. 
the 


curb 


our 
Minot 
at the each 
block, Lake 
we had one in each store window dur- 


committee 
four to 


local 
about 
at Devil’s 


lines, 


and one year 
ing the convention.” 
We feel that the remark made above 
that whatever Mr. Halligan touches 
turns to the Bath a Day movement- 
is amply borne out by his own state- 
ment. He is like a modern and benign 
Midas. Instead of having things change 
to gold, he changes them into a benefit 


to the community (and, in these days, 


that means changing them into gold 
in the long run.) 

Ben F. Hurst, of Richmond, Ky., 
has also been active in pushing the 
Bath a Day idea. One of the things 
he has done was to take the slogan 


cut and have it mounted in a seal sev- 
giving 
the 


diameter, thus 


his 


eral inches in 


own to 


an identification of 
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symbol. It is used on letterheads, 


statements, etc. 

Recently Mr. Hurst ordered a num- 
ber of copies of “‘The Story of the 
sath,’’ together with a supply of but- 
tons and balloons, to be distributed at 
the close of a three-week session of 
the local vacation Bible The 
photograph reproduced in this section 
the children and six of the 
teachers, with the head of the school 
and Mr. Hurst, himself, who is stand- 
ing next to the flag. 

It will be noted that 
children holds a Bath a 
—these balloons carry the regulation 
slogan on them-——and each has one of 
the Bath a Day buttons pinned on. 


school. 


shows 


each of the 
Day balloon 


PROGRESS 
contended 
the Bath a 
that educational 
help the 
individual, or in 
accomplish the 
accomplished 


AN AID TO CIVIC 

LL THAT 
A about the 
Day Movement- 
qualities 


we have 
value of 
its 
master 
his 
task 
before 
borne 


would 
plumber, as an 
association, to 
which must be 
the 
out here. 
selling. That is why every new idea 
must wait for years before it is really 
Radio 
waited, the 


sales effort commences—is 


Cducation must precede 


accepted in a general 
waited, the automobile 
aeroplane waited. 

Sanitation is in 
In communities where sanitary 


way. 


no different posi- 
tion. 
arrangements are not modern, you will 
difficult to Those 
small towns know 


which 


who 
the 
progressive 


find it sell. 
have lived in 


bitter opposition 





Bath a Day balloons and buttons 
made the children of this Bible class 
happy 
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ideas will often meet, and not until 
there has been a period of education 
will the opposition disappear. 

A number of months ago we re- 
ceived a request from J. V. Scott, of 
the Winnfield (La.) Plumbing Co., for 
a supply of copies of ‘‘The Story of 
the Bath.’’ In accordance with our 
usual custom, we asked how the book- 
lets were to be used. ‘‘For your infor- 
mation,’’ wrote Mr. Scott, ‘four town 
sewerage and water exten- 
sions and carried four to one. Sew- 
$103,000, water $44,000. We 
believe that ‘The Story of the Bath’ 
helped in this vote.’’ 

Naturally we wanted to know just 
this result had been brought 
about. Here is what Mrs. Scott writes 
us: “In reply to your request for in- 
formation concerning the use of ‘The 
Story of the Bath’—we placed some 
copies in the hands of the domestic 
science teacher in our high school and 
asked her to kindly distribute or use 
them as she saw fit. In a short time 
she and several members of her class 
called in our shop to get information 
concerning the cost, etc., of complete 
bath and kitchen, in order to make 
their home plans based on a certain 
income. These plans were sent to the 
State Fair and one took first prize for 
being the best planned, managed, etc. 

‘Realizing that the desire for better 
homes must be created and, too, that 
this is done largely through the 
younger people, we took this method. 
As a result, we had no trouble voting 
our bond for sewerage and now have 
the system completed. Our company 
enjoyed a good steady business 
we feel that our little city is a 
more desirable place in which 


voted on 


erage 


how 


has 
and 
much 
to live.’’ 




















Make Sure That 


Swimming pool in Hamilton, Ohio, drained in order to cleanse properly, a necessity for the proper sanitation of pools 





Swimming Pool 


LUXURY once indulged in only by small boys who 
ran off to the old swimmin’ hole, and those who 
could afford trips to the seaside, swimming has 

rapidly become one of the most popular and universal of 
all sports. Not only the muncipal and club pools, but an 
ever increasing number of private pools have sprung up 
all over the country, and with the prosperity in which the 
country finds itself, more and more private pools are built 
every year. 

Water for swimming 
pools has to be brought to 





Is Properly Equipped 


the purity. Every one of these operations calls for 
work of the plumber in one capacity or another. 
With the advent of swimming as a popular sport, and 
the number of pools being built, the master plumber has 
found it necessary to familiarize himself with the general 
construction of swimming pools and the piping 
ments for the filling, emptying, heating and filtering of 
the water. Somewhat different from ordinary piping in- 
stallations, special require- 
: “on ments in the plumbing of 
swimming pools make it 


the 


require- 








the pool, purified for the 
health of the swimmers, 
heated for their comfort 
and changed to maintain 








being as clean as possible at all times. 
shows the municipal swimming pool in Beaumont, Tex., 
an example of a pool with a high rating for cleanliness 


necessary for the plumbing 
| contractor to have an idea 
| of how these requirements 
| affect his work. Swimming 








Master plumbers who do swimming pool work must bear 
in mind their responsibility to warn owners and builders 
of the necessity of planning the pools for a maximum 
of sanitary conveniences, in order to assure the pool of 


This picture 
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pool filters are different than other types, and a great deal 
of the equipment is unlike the ordinary. 

A number of contractors find it profitable to put them- 
selves into a position to be able to make bids for the 
business created by the building of new swimming pools. 
These master plumbers have cashed in on the possibilities 
of the swimming pool as a money maker, and are continu- 
ing to bid on this profitable work. There is less compe- 
tition for swimming pool work than for the average 


» Os 
—_——- S.- : . 

mo ee woe, a 

Bo 3 


2 ewe. Boers poe 
ai Oe a 





plumbing job, and the contractor who gets the 
work will establish a reputation for ability to do 
good plumbing. 

Maintaining a swimming pool also requires 
the advice of a competent master plumber, since 
the most important feature of a swimming pool 
is its sanitation. For one thing, on account of 
his close relationship with the board of health, 
he knows that to make a swimming pool sani- 
tary, it must be tested frequently, and can warn 
owners of this side of swimming pool operation. 
It should have adequate shower and toilet facili- 
ties. Bathers should be required to take a 
shower before entering the pool, in order to 
keep the bacteria content as low as possible. 
Shower rooms should be kept as clean as pos- 
sible, with frequent washings. It is almost 


At right: The beautiful indoor swimming pool is 

kept at a high degree of sanitation by constant in- 

spection and change of water. It is in the Y.M.C.A. 
at Rochester, N. Y. 
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completely through the uncleanliness of bathers that water 
in swimming pools becomes polluted, and it is part of the 
master plumber’s job to see that enough facilities are in- 
stalled to maintain a constant supply of hot water for the 
showers, in order that every bather may get a good, 
cleansing shower before entering the pool. It is also im- 
portant that water cocks be placed around the pool and 
locker rooms, so that these places can be cleaned fre- 
quently with a hose to prevent dirt being tracked into the 
pool. In making these recommendations, the 
master plumber is suggesting essentials which 
will assist in keeping the sanitary record of the 
pool at the highest possible point. 

Special plumbing fixtures are necessary in 
swimming pools and locker and dressing rooms. 
Among these are such fixtures as hair strainers, 
grease traps, pumps and filters. Part of the mas- 
ter plumber’s job, after making the sales of these 
items, is to warn the owners or operators of 
the pool that filters must be kept clean, as the 
clogging which is attendant on filters after long 
use will be blamed to the plumber if he has not 
warned ahead of time that all filters have to be 
cleaned, regardless of the way in which they are 
installed. He must also be sure that the water 
heating system, both for the pool and for the 
showers, is given the attention and care neces- 
sary for proper operation. 





At left: This swimming pool pressure filter assures 
a good supply of filtered water for the pool 
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Undivided Responsibility Backs This 
Complete Line of Heating A ccessories 








Arco 
Water 
Regulator 
No.800 

















Mercoid 
CORTO Control , 
The No.845 
Radiator Classic 


for Oil Burnin ; 
and Unit Heafing 











You can sell every home owner 
a complete AMERICAN RADIATOR job 


_ CAN build a bigger business with 
more profit ifyou sell American Radia- 
tor Accessories for every installation. Sell 
an American Radiator Heating Plant — 
Redflash Boiler and Corto Radiators com- 
pletely equipped with American Accesso- 
ries — one complete job. It will mean only 
one undivided responsibility for you and 
your customer. 


This will appeal to every buyer of 
heating equipment. They know American 
Radiator quality and they will quickly see 
the advantage that comes from having 
only one responsibility. And in case 





of trouble no one ¢an “pass the buck.” 


There are no better Heating Accessories 
made than the complete American Radi- 
ator line. In the world’s largest Heating 
Accessories plant and laboratories these 
products are designed, tested and manu- 
factured by men with years of experience 
and reputation for quality and precision 
production. 


It is a mistake to handicap good boilers 
and radiators with inferior valves, vents 
and regulators. Heating systems com- 
pletely equipped with American Radiator 
Accessories are better plants. 


AMERICAN RADIATOR (OMPANY 








40 West 40th Street 


ACCESSORIES DIVISION, DEPT. AAV88 
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New York, N. Y. 
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Walworth Nipples 


are accurately gauged and checked 
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HE easiest way to manufacture nipples 

is to chop them out of second-hand 
pipe with any old cutting machine for a die 
and an old nipple for a gauge. 


We think it pays to be more particular 
and to make Walworth nipples from nothing 
but new pipe, in standard sizes, in accord- 
ance with the American Standard, and 
subjected to the same rigid manufacturing 
care that we use in making valves and 


fittings. 
Walworth nipples fit because they are 


accurately gauged and threaded cleanly. 
You can count on them to save you time, 


energy and money. 


WALWORTH 


Walworth Company, General Sales Offices: 51 East 42nd St., New York 
Plants at Boston, Mass.; Kewanee, IIl.; Greensburg, Pa., and Attalla, Ala. 
Distributors in Principal Cities of the World 


Walworth Company, Limited, 10 Cathcart St., Montreal, P. Q. 
Walworth International Co., 11 Broadway, New York, Foreign Representative 
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Plumbing Laws in 


Moose Jaw, Can. HAAS 


E RECENTLY received the following letter from | If you haven’t already 
Moose Jaw, Sask., Canada: joined the ranks of HAAS 
profit-makers, if you still 
are unaware of the addi- 
tional money you can 
make with HAAS auto- 
matic pressure tank and 
frost proof closets, then 
you ought to investigate 


“Some time ago several journeyman plumbers 
in the city of Moose Jaw, presented a petition 
to the city council for a hv-law to examine and 
license plumbers. It was introduced and passed 
its second reading, but on the thira reading met with 
opposition from two of the master plumbers, who 
no doubt caused the opposition from some of the 
aldermen. As a further stall, one of the aldermen 
is demanding a specific definition of plumbing and 
a plumber. Some of the aldermen have confused 
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the word steamfitter and steamfitting with plumber 
and plumbing. Will yout, therefore, kindly give us 
a specific definition of the above terms. 

I am enclosing two clippings from our local news- 
paper for your perusal, which will give you an in- 
sight into this matter. 

Thanking you for your assistance, I am, 

Yours very truly, 
Frank Crabb.’’ 


Further light on the situation above outlined is gained 
from the following information taken from the news- 
paper clipping above mentioned: 


“The debate was opened by ex-Alderman T. Alex- 
ander, who declared that, speaking as a master 
plumber, he considered the by-law entirely unneces- 
sary. There was ample protection for the public 
in the existing plumbing by-law, which was recog- 


right now. 


Above is the 
HAAS No. 700 
tank and closet, 
equipped with 
the HAAS brass 
automatic valve 
in white nickel 
finish (polished 
if desired). This 
is one of the 
popular mem- 
bersofthe 


HAAS big profit 
nized as the best in Western Canada, and there was line, a ciel 
also the plumbing inspector who had to pass on all improvement. 


work. 

‘He felt that if the by-law was passed it would 
tend to restrict building in the city. It costs more 
at present to do plumbing in Moose Jaw than in 
either Saskatoon or Regina. It was impossible for 
all the work in sight to be done this year if the 
men had to undergo examinations. From his own 
point of view, he argued that if a man could not 
do the work properly, then he did not want to 
employ him. 

‘““*We feel we are going to be “‘lawed’’ to death,’ 
said Mr. Alexander. ‘Why not make all other trades 
in the city pass an examination?’ he asked. Answer- 
ing a question from the mayor, he stated that the 
similar by-law in Regina was not put-into effect. 

“W. B. Hawke was of the same opinion, frankly 
admitting that he could not pass an examination as 
he was not a practical plumber. 

“Tom P. Baylis took the opposite view, mention- 
ing that the plumbers’ association of Saskatchewan 
had urged that the legislature provide a measure 
whereby municipalities could require plumbers to 
be examined, and it was that power granted by the 
government which enabled Moose Jaw to pass the 
proposed by-law. He failed to see, if such laws 
worked satisfactorily in practically atl cities in 
Canada, why it would prove detrimental to Moose 
Jaw. Such a by-law would make for more efficient 
workmen. 

“John MacWatt also urged that the proposed by- 
law would provide greater protection for the public 
and would prove beneficial to the city. 

“The first clause in the by-law restricting the 























At the left is the 
HAASH-IFrost 
Proofseataction 
flush closet of all 
red brass and 
phosphor bronze 
construction 
built for longest 
wear under the 
most severe con- 
ditions. 





Type H-1 
Frost Proof 
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Below is the HAAS No. 
706, another of the com- 
plete HAAS line. This 
closet combines the very 
latest and most sanitary 














features with splendid 
long serviceability. 


Get acquainted, now, 
with the HAAS big pro- 
fit line. Write for full 
particulars. 


Philip Haas Co. 


DAYTON, OHIO 
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Rainbow Colored Enamel 
an Accepted Bathroom Standard 


with the color scheme of interior decoration—that is the vogue 

in Superior Plumbing Fixtures. Plans for the well appointed 
home are no longer restricted in the bathroom to conform with 
the former standard white of bathroom fixtures. Rainbow Enamel 
Bathroom Fixtures in tinted shades are a development of the prefer- 
ence given color in interior decoration. 


S tones that glow and simmer—tints that blend in harmony 


Architects and contractors planning and building modern homes 
and apartments have hailed this achievement of color by adopting 
it as a standard. The acceptability of these colors in Wolff Berkeley 
Baths, Afton Pedestal Lavatories, and Silentflow Syphon Jet Closets 
are their adaptability to a given environment. The bungalow home, 
the secluded villa residence, the new apartment hotel, all use these 
color tinted bathroom fixtures to blend in harmony with their indi- 
vidual habitation. Now, because of our new and improved equipment 
for the manufacture of colored ware Wolff's Superior Bathroom 
Fixtures may be had in tones of Old Ivory, Shell Pink, Dove Gray, 
Turquoise Blue, Sea Foam Green, Dark Sea Green, and Black, with- 
out delay. 


~<a 


These tints in bathroom fixtures blend with the colortone of 
interior decorative ideas and render a new beauty to the bathroom 
that suggests the utmost in luxury. A complete color chart together 
with our new 1928 General Catalogue ‘‘G’’ will upon request be for- 
warded promptly to your business address. 


WOLFF CO. 


“SUPERIOR PLUMBING FIXTURES”’ 
CHICAGO 
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employment on all forms of plumbing to licensed 
plumbers only was the bone of contention in the 
meeting. The mayor expressed the general opinion 
of those opposed to the new by-law when he stated 
that he thought it would mean increased plumbing 
cost to the citizens as a whole. There was certain 
work in the plumbing business, he was sure, that 
could be left to unskilled labor, and not reserved 
for licensed plumbers. 

‘“*‘What is plumbing and what is a plumber?’ 
asked Alderman Hamilton, and when no definition 
was forthcoming, he suggested that a specific defi- 
nition should be incorporated in the by-law before 
it was brought up for consideration again.”’ 


WHAT IS PLUMBING 


EFORE undertaking a discussion of this question, 
we will try to satisfy the alderman who insists on 
definitions. 

The highest authority we can refer to is the recom- 
mended plumbing code which is contained in the ‘‘Hoover’ 
Report, a U. S. government publication, in which is found 
the following definition: 

Section 1—Plumbing.—Plumbing is the art of installing in 
buildings the pipes, fixtures, and other apparatus for bringing 
in the water supply and removing liquid and water-carried 
wastes. 

The plumbing laws governing the state of Wisconsin 
define plumbing as follows: 

Plumbing work embraces all piping and appurtenances in 
connection with the drainage, ventilation or water supply 
systems within, and to a point from three to five feet outside 
the building or other parts of the structure, and may include 
the water service and house drain piping and appliances to 
the mains in the street, alley or other terminal. 

The plumbing laws of the state of Ohio contain the 
following definition: 

“Plumbers’ work” shall include all piping in a building 
upon which tests are required to a point three (3) feet out- 
side the foundation walls and shall include the house drain, 
soil and waste stacks, conductors and roof leaders. 

The state of Florida gives a considerably more liberal 
interpretation of the word “plumbing,’’ as will be seen 
from the following comprehensive definition: 

Section 1—Plumbing.—Plumbing shall be deemed to mean 
the profession, art or trade of, and all work done and all 
materials used in and for; (a) introducing, maintaining and 
extending a supply of water through a pipe or pipes, or any 
appurtenances thereof, in a building, lot, premises, or estab- 
lishment; (b) installing, connecting or repairing any system 
of drainage whereby foul waste, rain or surplus water, gas, 
odor, vapor or fluid is discharged or proposed to bé dis- 
charged through a pipe or pipes from any building, lot, 
premises, or establishment into any main public or private 
sewer, drain, pit, box, filter bed, leaching well, septic tank, 
or other receptacle, or into any natural or artificial body of 
water, or water-course, upon private or public property; (c) 
ventilating any building, sewer or fixture, or appurtenance 
connected therewith; (d) connecting any building, lot, prem- 
ines, or establishment with any service pipe, building, sewer, 
water pipe, main public or private sewer or other underground 
structure; (e) performing all classes of work generally done 
by plumbers. 

We think that a study of these several definitions should 
enable those immediately concerned to determine which 
definiiion most nearly covers the local interpretation of 
the word. 


While the word “‘plumbing”’ is very generally defined in 
state and municipal plumbing codes, the word ‘‘plumber’’ 
does not seem to have received attention. However, 
having defined the word “plumbing,’”’ it would seem that 
it would be logical and entirely clear to define ‘“‘plumber” 
as one who works at the plumbing:trade. There is a 
distinction certainly between plumbers of different de- 

(Continued on Page 61) 
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Maine! California! Alabama! 
New Jersey! Master Plumbers 
everywhere are selling the better, 
more hygienic Improved Madera 
and making four times the profit 
they would get from the sale of 
a cheap washdown. 


THOS. MADDOCK’S SONS CO., Trenton, N. J. 
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The Biggest Jobs 


On the big jobs, where qua'ity and depend- 
able service are the deciding factors, you'll 
find Simplex Flush Valves. Plumbing con- 
tractors have learned that Simplex Flush 
Valves never fall down on the job. 


Further details furnished 
on request 












&stablished 1894 
NEW BRITAIN, CONN. 











NatTionac Raoiator Corporation 


Ten plants devoted to National Service through these Branch Offices and Warehouses: 


Baltimore, Md.—2622 Frisby Street; Boston, Mass.—93-97 Oliver Street; 
Buffalo, New York—259- we _Delaware Avenue.; .— Chicago, Ill.—2445 No. 
Keeler Avenue; Cincinnati ng Grove oy Elmira Ave.; Cleveland, 
Ohio—935 E. 63rd Street; Tndianapo Ind jeer W. Georgia St.; Johnstown, 
Pa.,— 221 Central Avenue; New ork, Y.— 55 W. 42nd Street ; Omaha, 
Nebr.— 108-112 S. Tenth Street; Philadelphia, “Pa.—121 N. Broad Street 
Pittsburgh, Pa.— 1509 Arrott Building; Richmond, Va.— 3032 Norfolk 
Street; Washington, D. C.—2205 Fifth Street, N. E. 

















Years of experience 
and honest effort plus 


satisfactory service ex- 
plains the success of 


FLAGG 
FITTINGS 


STANLEY G. FLAGG & COMPANY, Inc. 
1421 Chestnut St., Philadelphia, Pa. 
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Incinerators hour. The bushel 
size is recommended == 
(Continued from Page 25) for homes of 8 to 12 ; ~~ i = 
tration, this lever is shown in tilting position. This rooms, the half bush- | Seeae ail lfj'ssmees 
feature helps to spread the material and insure better el size for smaller EEE Sr 
combustion. This larger type is also equipped with two families. This incin- oa SEE a 
dumping grates. The corrugated lining is designed to erator is insulated to ee Es 
assure a sufficient supply of air to the burning garbage. Prevent radiation of SReNSSaeer Soeey Ses 
An incinerator of this type and capacity requires 200 cubic heat into the room. OSS ees Boa 
feet of artificial gas per hour, [t may be placed in SSE Pras 
or 100 cubic feet of natural the wall next the Sesi(2 3 SSSce 
gas. It is stated that the high Kitchen range. For Seale SS 
temperatures and the suffi- ‘stalling built-in tees ZZ ass 
cient air supply for effective Cimerators, it is pref- | RF 
combustion assures an ab- rable to have the A 
sence of objectionable odors Plumbing and _ heat- 
and of smoke. ing contractor pro- 
Domestic incinerators need Vide for this installa- 
tion when the plans 

















not always be installed in the 


basement. There are suitable °F the building are 


drawn. 





Fig. 15 





designs with gray or white 


enamel or other attractive fin- Sometimes it hap- . -s 
ish which can be fittingly in- Pe™S that the incinerators installed in buildings where a 


wee stalled in the kitchen and number of tenants or offices are located, become in time 
Fig. 14 connected to the flue, while 00 small for handling the refuse. ‘To meet conditions of 
the gas pipe is connected to this kind, an incinerator has been designed in sections, 


the main of the gas stove. The ordinary gas-fired incin- Of which one may be added to the other as the require- 
erator is placed in front of the wall, but there are wal] ments grow. Such a gas-fired incinerator is shown in 
types which may be placed in the wall so they come flush Fig. 12. It has a capacity of 4 to 6 bushels of refuse 
and make a neat appearance, besides taking up but very’ per section. It is suitable for both hand feed and chute 
little space. Fig. 11 shows the layout for an installation feed service. The gas fire need be used only in case the 
of this kind. This particular gas-fired incinerator is said refuse is too moist to burn. The incinerator is insulated 
to reduce a bushel of garbage within 30 to 40 minutes to with outside air chambers and is suitable for apartment 
a pint of refuse, using from 60 to 120 cubic feet of gas per buildings, hotels, restaurants, institutions and factories. 























The 
IXO 
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BADGER WASTE | F 
“The Two Popular Items” | _ “a 
















































































MANUFACTURED BY | | 
MILWAUKEE FLUSH VALVE CO. | = 
MILWAUKEE U.S. A. ee a 





Ask for Catalog FS-12 io al 
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As a rule, the auxiliary fired incinerator is equipped 
for using gas. But kerosene oils may be used to advan- 


Ti h Pp fi ? tage in the type shown in Fig. 13. The oil tank is placed 
3 imes t e ro t +. above on a pipe and the oil flows by gravity through two 


small tubes, one on each side of the incinerator, to the 







































Every time you sell a Whale-bone-ite Seat you oil burner. The burners convert the oil into a gas. This 

make three times the profit possible on a staple process is said to be 

job. Don't waste time soliciting orders for cheap as effective as gas 
seats at a minimum profit when a little salesman- | firing. 

ship will bring you an order for a Whale-bone-ite | | dita & anaes Genk ot thn 

Seat at a real profit. And the Whale-bone-ite sale HOPPER DOOR pees abe wel en 

means a satisfied customer. u | J erating incinerator 

depends upon its in- 

ie ite terior design. Effec- 

| eee Se tive combustion or 

tines ts incineration is the 

first requisite of an 

—— incinerator. There 

are various types and 

f q i designs of combus- 

tion chambers and 














TESTED BRASS FITTINGS 









grates available, as 
may be noticed in the 
illustrations. A good 
incinerator should 
dry and burn the 
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Every Jenkins Brass Fitting is 
put to a rigid test before it is 
put on the market.When a fitting 


ne | 
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passes this test it is absolutely ey pass refuse without caus- 
perfect in every detail and ready FLUE ing odors and exces- 
a up on the job under | ey pass sive smoke and with- 
the hardest conditions. ASH sno , A out corroding the 
2 on yy — metal parts of the 
‘ff ae cal equipment. Fig. 13 
JENKINS MANUFACTURING CO. i bie i neg abel 
Bloomfield, New Jersey EEE um tt ad the interior construc- 
[is Pie Wh et as | tion of a gas-fired in- 
cinerator. 
Fig. 16 The incinerator is 


generally installed in 
HEN you sell Speakman the basement and the garbage and refuse carried to it. 

Many steps and much work may be saved, however, by 

showers and fixtures your having the incinerator installed in the kitchen, either in 


> . h . 3 “a 
reputation for good, lasting the portable or the built-in wall types. The kitchen in 


stallations are said 





workmanship is safe. to be odorless and 
clean. The refuse can 
SPEAKMAN ComPANy, Wilmington, Del. be discarded in a mo- 


ment and the instal- 


SPEAKMAN SHOWERS lation is neat as 
and FIXTURES shown in Fig. 14. 


CHUTE OR CHIM- 
NEY FED INCIN- 
ERATORS 


‘ne -)*\ 4-9 Lee ~) © hr cle] ©) oe gele) B- HE portable or 


built-in type in- 
For Lower cinerator in the 
kitchen is a conven- 
Threading Costs ient method for dis- — 
Buy the New No. 11-A 1 to 2 in. Ratchet Beaver. ee Se ee ee 
The biggest improvement in die stocks in 20 refuse. A further convenience may be had by using the 
years. All leading jobbers carry it in stock. chute or chimney-fed incinerator. In this method, the in- 
THE BORDEN COMPANY cinerator is installed in the basement as usual and it may 
510 Dana Ave., Warren, Ohio be equipped with two openings, a direct hand feed and a 
chute or chimney feed. A chute leads from the various 
places in the building where refuse is to be discarded, to 
the incinerator. Naturally this type of incinerator must, 
as a rule, be planned and built when the building is being 
erected. There are cases, however, where it can be built 


TIME ond LABOR SAVING TOOLS on the outside of the exterior wall without marring the 


appearance of the building. (Continued on Page 51) 
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How Do YOU Participate In This 
$500,000,000 REMODELING MARKET? 





set up in the wall, under the window, 
out of sight and out of the way. 


ACH year over two hundred thousand 

old houses are remodeled at a cost of 
over five hundred million dollars. In- | 
stalling new or additional heating and If he uses Robras 20-20 Radiators they 
plumbing equipment is one of the most will eliminate radiators from sight in all 
important items. * rooms. Owners will realize that you are 
in a position to help them. 
Suggest to owner that these Robras 20-20 


Radiators are supremely important to 
one who is anxious to bring his house 
up to date. With them he will no longer 
have the “ugly radiator problem.” These 
radiators are designed to go in the natural 
recess in the studding. They are usually 





If you don’t know as much as you wish 
about these Robras 20-20 Radiators, send 
us your name and we will send you data 
sheets and full information. This is im- 
portant because we are constantly refer- 
ring many owners to you. 


ROME BRASS RADIATOR 


SOarPrORAT Tt CN 





ONE EAST FORTY-SECOND STREET 


* 4 . 
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Nearly Two Miles of Pipe 
in This Building 
welded with 


AIRCO OXYGEN, ACETYLENE and 
AIRCO- DAVIS- BOURNONVILLE 
OXYACETYLENE APPARATUS 





This building is one of the many in which lead- 
ing contractors have installed pipe by Oxyacet- 
ylene cutting and welding. 


The convenience, economy and reliability of 
this method, which are rapidly becoming recog- 
nized, are causing its adoption for large and 
small installations. 





In the building illustrated, all of the heating 
pipe from 14-inch diameter down to 34-inch was 
cut and welded with Airco 99.5% pure oxygen, 
Airco Acetylene and Airco-Davis-Bournonville 
Torches and Apparatus. 





The high standard of this complete line of Airco 
Oxyacetylene products, resulting from over 
twenty years experience in the field, has caused 
this contractor, one of the most prominent in 
the country, to adopt Airco products ex- 
clusively. 


For further information write to the nearest 
Airco office listed below. 


AIR REDUCTION SALES COMPANY 


Manufacturers and distributors of Airco Oxygen, Airco Acetylene, Airco National Carbide 
Airce-Davis-Bournonville Welding and Cutting Apparatus and Welding Supplies 


Baltimore Cleveland Los Angeles Pittsburgh 
Birmingham Dayton Milwaukee Richmond 
Boston Detroit Minneapolis Seattle 
Buffalo Emeryville, Calif. Oklahoma City St.Louis 
Charlotte, N.C. Jersey City ate | Philadelphia Wheeling 
Chicago salts 





Home Office — 342 Madison Avenue, New York City, N. Y. 
66 Plants 21 District Offices 
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The chute-fed incinerator is primarily intended for 
apartment buildings. The receiver hoppers may open into 
the kitchen, bathroom, or some other convenient place. 
Kitchen garbage, wilted flowers, old paper, sweepings, 
and other waste is simply placed in the hopper, whence 
it drops down into the incinerator. The garbage, how- 
ever, should be wrapped in paper. Non-combustible mat- 
ter can be passed down the chute for sterilization. The 
manufacturers do not 
recommend the 





A Z ; 
Y Uy, auminsaey 200R, chute-feed * here 
Y Z large quantities of 
+ 
HANOLE wet garbage or hos- 
Tnorece, pital waste are to be 
OCoR. 


SM auiniany burned at one time. 
lj Ooo c05e9 | 


Y, = In this case, the 








Y ~OPEN - waste should be car- 
ZI ried to the basement 
Uj 

Vi Li or a floor incinerator 


installed. 

The chute-fed in- 
cinerator equipment 
is, as a rule, installed 
during the course of 
constructing. the 
building. The chutes 
CLOSED are, of course, of 
brick, but the steel 
frames, fittings and 
incinerators are sup- 
plied by the makers. 
The manufacturers 
furnish the metal parts and also the specifications for the 
brick construction. In Fig. 15 is shown a stair-step design 
of incinerator with brick wall construction. It is suitable 
for chimney or chute feed and requires no by-pass. 

The passage used for the chute or chimney-fed incinera- 
tor may serve also as a smoke or vent pipe for water 
heaters and kitchen ranges. Some incinerators installed 
for chute feed, are equipped with double leaf fire doors 
for feeding directly large pieces of refuse which can not 
be fed down the chute. The vapors from the incinerators 
can not pass into the various rooms, for the draft in the 
chutes is sufficient to draw air from the intakes or hop- 
pers. A quite common installation of the chute-fed in- 
cinerator is shown in Fig. 16. In this type, a by-pass flue 
or upright grate is used, behind which is a by-pass or sec- 
ondary flue. The air passes thus through and over the 
material on the horizontal grates. Between the burning 
periods this design assures considerable circulation of air 
which evaporates the moisture from the garbage. During 
the incineration the heated oxygen is fed to the fire at the 
top of the refuse. The heat from the incinerator sterilizes 
the chimney walls and the oily soot and creosote prevents 
the adherence of waste particles to the walls. Soot does 
not accumulate to any great extent. 

- The plumbing and heating contractor takes great pains 
in furnishing his patron with good, neat and attractively 
appearing equipment, whether for the basement or in the 
kitchen and bathroom. Where appearance is a considera- 
tion, the contractor may find designs of incinerators that 
will please the home owner. An example of what is being 
done along this line is the intake door shown in Fig. 17. 
It is finished in vitreous enamel in either gray or mahog- 
any to harmonize with the decorations of the walls and 
the furniture of the kitchen or bathroom. Such doors are 
easily kept clean and do not discolor. Of course, there are 
Other designs and finishes to suit practically every taste 
and requirement, aluminum polished, enameled steel, ete. 
To prevent odors or smoke from entering the kitchen, 
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Fig. 18 
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ry Feature You Require Climax No. | 
Eve y 4 Automatic Cellar Drainer 
Climax Test Plugs too give 


the same kind of satisfaction 


THE C. M. Ker” Me. Co. 


MANUFACTURERS OF 


PLUMBERS'SPECIALTIES 


405-415 € OLiveR ST 


BALTIMORE. Mp.U.S.A. 


Chicago, Ill., OSCAR C. ANDERSEN, 627 Washington Blvd. 
Southern Agente: J. M. BUTTS & CO., 733 Healy Bldg., Atlanta, Ga. 
Pacific Coast Agents: WM. P. HORN CO., 58 Federal St., San Francisco, Calif. 
509 Wilcox Bldg., Los Angeles, Calif.; L. C. Smith Bldg., Seattle, Wash. 
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UMMER is the time to make a check-up on your customers’ 

heating systems—to see which systems are O.K. for another 
season—which systems will need repairs—which must be taken 
out and replaced. 


This year install more Red Top Pressure Systems for hot water 
heating. These are your own systems, sold under your own name, 
easily installed by following our 
directions. A Red Top Relief 
Valve Model No. 2 and an air 
tight expansion tank of any re- 
liable make are all the special 
equipment needed. 



















This system is popular with 
heating contractors, because it 
can be installed at a price which 
brings business, and at a profit 
that makes this business worth 
while. May we send further 
information? 


Neptune Meter Co. 
50 E.42nd St. New York City, N. Y. 
Branch Offices in Princtpal Cities 








Red Top Relief Valve Model 
No. 2, Approved by the Undere 
writers’ Laboratories, Inc. 
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’ O-B Brass Valves Z 


are made in the following styles 


Flexitite Disc Gate Valves 
125 Ib. Standard, Non-Rising Stem, No. 20 
125 Ib. Standard Rising Stem, No. 21 
100 lb. Light Standard, Nc. 25 
Radiator Valves 
Flexitite Disc Gate, No. 50 
Steam, No. 30 
Hot Water, No. 40 
Union Elbows, No. 45 
Globe, Angle and Check Valves—Renewable 
Brass Disc 6-B Disc 
150 Ib. Standard No. 10 




















I ad No. 1...... No. 15 
sa es YO 
Lock and Shield ............................. No. 5 Flexitite Disc 
Gate Valve 
rass e Patented 
D) 
Lav Mansfield, Ohio a 





MYERS Self-Oiling Power Pumps 


For General Service 


Safety and low cost of operation, uniform service without 
attention, increased capacity over comparative sizes of ol 
pe pumps, have popuiarized Myers Self-Oiling Power 
umps in domestic, agricultural, com- 
mercial and industrial fields to such ar 
extent that we now build cit 
them in Twelve Sizesto meet *““X* 
installation, motiveand 
volume requirements. 
If interes in power 
pumpe for home, farm, 
mill, mine or facto 
investigate 
Self-Oiling Pumps 


Catalog and Informa- —— = 


===. 


tion on request. . pee = 
o 


The F.E. Myers & Bro Co., Ashland, Ohio 
anufacturers o 
Myers ‘‘Honor-Pumps’’, Hay Tools, and Door Hangers 
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“A DEPENDABLE SOURCE OF SUPPLY” 


When you are looking for the kind of 
equipment we manufacture—and that 
is everything in the Foundry Special- 
ties line — remember that Richmond 
quality alone is Richmond Quality. 
There is no “just as good’’— Rich- 
mond Products stand alone. 


Write for our catalog. 


RICHMOND FOUNDRY & MFG. CO. 
RICHMOND :: VIRGINIA 
















Capitol radiator valves 
and elbows are now 
equipped with— 


UNION NUTS 
of " 
FORGED BRASS ~™ 


— they have double the 

tensile strength of the 

ordinary cast brass nut. ‘WQS 
™, | 


CAPITOL BRAS 


DIVISION OF MICHIGAN SMELTING ANO 
Manuracrurers of Brass Vaives, Bower Trimmin 


=—=DETROIT, MICH = 
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a special design of intake is available, consisting of a 
hopper door and an auxiliary door. The auxiliary door 
remains closed while the hopper door is open or being 
opened for discarding the refuse. As it is closed, the 
dumping refuse opens the auxiliary door and then drops 
down the chute. A positive seal between the room and 
the flue or chute is thus insured. A design of this type 
is shown in Fig. 18. 

It is impossible to cover in this article every type and 
application of incinerators. The main purpose has been 
to cover the incineration field in general and to illustrate 
the various applications with designs and descriptions that 
were at hand. The reader is undoubtedly aware of the 
outstanding advantages of the incinerator, which are san- 
itation, convenience and economy, besides business for the 
plumbing and heating contractor. It is the business of 
the domestic engineer to introduce the incinerator to his 
community as the latest and most scientific means for 
the sanitary, convenient and economical disposal of gar- 
bage and other refuse. 


How to Compute Heat Losses 


(Continued from Page 21) 


in mild or even average winter weather, and various 
means have been evolved to counteract this, some of 
which will be discussed later. 

It also naturally follows that the boiler supplying a 
heating plant with steam must be large enough to heat 
the radiators in extreme weather, so that the boiler is also 
double the size actually required under average weather 
conditions. Going farther, it will be realized that the 
piping also has the same trouble, so that it is true to say 
that the ordinary heating system, all the way through, is 
twice as large as necessary for the average work it has 
to do. 

It is not a bit too large, however, for the maximum 
work it is necessary to carry out in zero weather, but the 
rest of the time it is grossly oversize. 

With hot water systems it is possible to allow the fire 
to go down in mild weather until the heat given off by 
the radiators is about equal to that lost from the room or 
the building, and in this way hot water systems accom- 
modate themselves to outside weather conditions. In 
vapor systems, the vacuum is allowed to go up until the 
heat from the radiator is somewhat reduced and this 
helps to maintain the heat balance desired. With steam 
systems operating under pressure, the proposition is dif- 
ferent, as very little pressure variation with steam is pos- 
sible to be practically worked out. One system varies 
steam pressures, so that heat emission from the radiators 
can be reduced 50 per cent. Other steam systems use 
automatic temperature controls. 

From this, it will be readily understood how important 
it is to get radiators large enough to do the work in 
extreme weather without getting them the least bit over- 
sized, so as to intensify the overheating effect in mild 
weather. They must be just large enough, but no larger 
than absolutely required. This brings us down to the 
point where the method of calculating radiators assumes 
its real importance. It is the base of all heating and the 
B.t.u. is the foundation upon which the radiator is deter- 
mined. 

While it may not, in every case, be necessary to 
reduce the B.t.u. losses to square feet of radiation, it is 
always necessary to determine the B.t.u. losses with as 
much exactness as possible and probably before the job 
is finished. They will then be reduced to the number of 
square feet of radiator surface in order to serve certain 
purposes. 
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Rust, the eternal enemy of iron and steel, is ever alert for the attack 
whenever these metals are exposed to water, and protective coat- 
ings are at best only a partial defense. 4 Positive protection 
against the danger of rust has been achieved in the Pen- 
berthy Automatic Electric Sump Pump and the Pen- 
berthy Automatic Cellar Drainer, by the complete 
elimination of iron and steel. These pumps are 
SIRE GEENA GESDESREN GRE built of copper and bronze throughout— / 
iy BES Te os See [. they cannot rust. € Dependability and 4— 
4. economy of operation are consistent A 
with the quality of materials used 
in the Penberthy Automatic 
Cellar Drainer and the Pen- 
berthy Automatic Elec- 


tric Sump Pump. 


Both types are carried 
in stock by leading 
jobbers through- 
outthe country 





































































































COPPER 
AND BRONZE 
THROUGHOUT 


PENBERTHY INJECTOR COMPANY 
EOIN 1886 DETROIT WINDSOR ONL 








Mention Domestic ENGINEERING When writing advertisers. 
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(te Modern Wall Radiator 
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Also furnished with legs 
for floor installation 











‘*High Convection’’ 

The Shaw-Perkins High Convection 
Radiator is all prime heating surface. y, 
The ingenious arrangement of the oval 
tubes allows the air to pass freely over 
the tubes, unimpeded by fins, baffles, or “) 
top and bottom hub connections, conse- c” € 
quently the radiator has a high heat + 
emission by convection. (4 

Above view illustrates the high con- 
vection feature. Arrows indicate air 
travel. Note the absence of any impedi- 
ments to free air circulation. 
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° Shaw-Perkins © 


HIGH CONVECTION 


Radiators 


Low Narrow One-Piece Units 
As Long As 14 Feet 


HAW-PERKINS High Convection Rad- 
iators represent an advanced design in 
Shaw-Perkins standard oval tube radiation, 
which contains original and valuable fea- 
tures found only in this distinctive type of 
heating surface. 

° a Wei , The radiators weigh only one 
Light in eight: third as much as other forms 
of direct radiation. This absence of useless weight 
makes the radiators especially practical for suspension 
upon wall brackets. In comparison with pipe coils or 
sectional wall radiators, many joints and connections 
are eliminated and much labor saved by the use of 


Shaw-Perkins High Convection Radiators. 

: The light uniform 
Heat and Cool Quickly: 21), ‘of the radi 
ators cause. them to respond promptly to the turn of 
the valve, giving quick and positive control over room 
temperatures. 

..' The radiators save _ considerable 
Save Space: space. While the radiators are built 
in several heights and numerous lengths up to 14 feet, the 
space saving is tisually taken advantage of in the saving 
in height and width offered by the low narrow models. 

. The radiators have no 

Absolutely Sanitary: rough surfaces or fins 
to act as dust entanglements. All surfaces of the radi- 
ators are smooth and easily accessible for hand wiping. 
The distinctive design 

Unusually Adaptable: and unique fr 
sions of the radiators make them remarkably suitable 
for installation upon walls, under windows, in recesses, 
upon columns, pilastei etc. They are most desirable 
for heating Factories, Warehouses, Greenhouses, Gar- 
ages, Theatres, Churches, Stores, Dwellings, etc. The 
radiators are also particularly adapted to various drying 
and cooling purposes and to many industrial uses. 


Get the Full Story of this Modern Radiator 
SEND FOR CATALOG “D” 
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anufacturing (Company pittsburgh , pa. 
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Questions and Answers 


HOT WATER FROM COLD WATER FAUCETS 
Editor, ‘‘Domestic Engineering’’:—In an effort to make 
a storage system for hot water, I made the enclosed layout 
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the storage tank full of hot water at all times and the 
cold water connection is made in such a manner that 
the opening of a cold water faucet results in the drawing 
of hot water from the tank, because the hot water has a 
natural tendency to rise. 

We would change the pipe connections so that hot water 





from coil in heating boiler will enter storage tank (Fig. 
2): hot water from gas water heater will be connected 
into flow pipe from storage tank to fixtures (this is the 
so-called quick heating connection usually installed on 
gas water heaters); cold water will connect into top of 
tank with tube to carry water to the bottom of the tank 


(Fig. 1). The system does not work correctly, and when 
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Inlet to (this tube to have a vent opening to prevent syphonage) ; 
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Fig. 1 
the cold water faucet is opened in any part of the house, i 











hot water comes out instead. 











When the system did not work at first, I placed a pipe Gas Healer a f 
in the tank about 2 ft. long on the 1-inch hot water out- . Coi/ in 
let. The tank is vertical, on a %-inch pipe stand. Would 4 ealer 











you please suggest a correction for this system? 
Pennsylvania. R. A. P. 


























It is evident that your automatic gas water heater keeps 








DONNELLY SPECIAL sealed 
RELIEF OUTSIDE SPRING 
VALVE 


HIS VALVE fills a long-felt need in plumbing, heating 
and other mechanical fields, for the following very 

important reasons: 
No washers of any kind are used—the plunger and seat are 
metal. 
It can never build up on pressure or stick on seat. 
It is tested and set at a limited stop of 150 pounds, and is 
then ELECTRICALLY SFOT WELDED, so as to prevent 
anyone making a plug out of the valve. 
The weld must be broken, and the valve made useless, in 
order to increase the pressure. 
Turning the setting nut downward, however, will set the 
valve at any required pressure from one pound upwards. 
It can be safely installed on hot water domestic, and hot 
water house-heating boilers, steam, air, oil and gas lines, 
and is guaranteed to be the finest relief valve on the market. 
It is made of the finest grade virgin metal. We guarantee 
it to function perfectly. 
It is endorsed by plumbing inspectors, heating inspectors 
and engineers all over this country. 
This valve is the best insurance you can buy for safety— 
and the cost is reasonable. 
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Ask your jobber to supply you or write us 


DONNELLY MANUFACTURING COMPANY 


INCORPORATED 
29 MILLS STREET MALDEN, MASS., U. S. A. 
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Real Pressure Control 


When a Cash Acme Automatic Pressure Control 
is installed on any hot water heating system, that 
system is provided for its life with real pressure 
control. 

The by-pass valve of the Cash Acme permits 
quick filling of the system, a cold water leak test 
at higher pressure than that of the regulator and 
prevents any damage to the regulator. 


Write for full information 


A. W. CASH VALVE MFG. CORP. 
616 N. Water Street, Decatur, Ill., Mfrs. 


Sales Agents: Chas. H. Fiske, 431 So. Dearborn St., Chicago, III. 
Tel. Harrison 4968 

Eastern Sales Agents: H. M. Flemming Co., 30 Church St., New 
York City, N. Y. Tel. Cortlandt 1553. 














Moore Kadiator 
Hangers are made in 
a variety of sizes and 
styles to take care of 
every type of radia- 
tion, including the 
new tube type. 


They are made 
from the very high- 
est quality metals 
and designed for easy 
installation and ad- 


justment. 


One Column Bottom Hung 
Hanger Wall 
Single Row 





Your jobber can supply you with 
Moore Radiator Hangers for every job. They're 
more sanitary and efficient. 





611 West Larned St. 
DETROIT, MICH. 


CARTY & MOORE 
ENGINEERING CO. |/ 


(Incorporated) 














and return from storage tank will drop down and connect 
to bottom of heating coil and bottom of gas water heater, 
with drain valve at lowest point for the removal of sedi- 
ment as well as for draining. 

If you will make these changes you will not draw hot 


water through the cold water faucets unless your coil 


in the heating boiler is too large and results in the heat- 
ing of too much water in the winter, or unless the gas 
water heater is so set that it provides too much hot water. 

We know that when gas water heaters are permitted to 
run for too long a period that they will fill the tank and 
the cold water piping with hot water, and this frequently 
results in the burning out of the gaskets at the water 
meter, the destruction of the water meter, and the break- 
ing of china closet bowls and tanks. Therefore, the gas 
water heater must be properly adjusted so that it will not 


| create too much hot water before it stops heating. We 


would also change sizes of pipes as indicated. 





USING SURPLUS HOT WATER FOR RADIATOR 

Editor, ‘‘Domestic Engineering’’:—I am enclosing a 
sketch (Fig. 1) of a hot water system that works all right, 
but has a surplus of hot water. The customer advanced 
the idea of hooking a hot water radiator onto the tank, 
and I would like you to draw such an installation. 

Oregon. M. B. E. 





In numerous cases, radiators have been connected to 
hot water tanks and have given worthwhile results, but 
in your case the conditions are unique and are further 
complicated by a ‘“‘shower bath’’ which will require a 
great deal of hot water, and which is almost certain to rob 
the system of all of its hot water at certain times. 

However, it may be possible that the shower is not used 
very often and, if such is the case, the radiator will be 
able to throw off heat for a good portion of the time. 

The connections should be made as shown in Fig. 2. 
The water must be heated by the coil and pass into the 


tank, and from there to the various fixtures and the ra- 








diator, the piping being so installed as to result in a cir- 
culation at all times. 
If present hot water tank is of the old pattern, with 
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Fig. 1 
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“No Sir, 


I don’t want a bargain= 7) 
I want the Fastest and Handiest Ratchet Stock made! 


“‘Of course you can sell me another stock for a dollar or 
two less than I pay for a REEpD— but I would be the loser 









on the deal, before one of my men had used it for a day.” FON GRE CNG GF0:G THE OF OT 
“4 points that you'll like about the 

° REED. Features that have made 

Look what the REEp Ratchet gives you that no other sae WMMIED che tees etalon ef 


plumbers and steamfitters who 
KNOW ratchet stocks 


stock can— 


y Look at the REED’S patented dies, with double threaded 
throats. Here’s one ratchet stock that has no trouble- 
some, power-consuming lead screw. 


eH ¥ 
# — 2 wae 


Z@ This adjustable guide centers the stock on the pipe in- 


stantly— no bushings to hunt around for. | - 
7 REED 
3% And this unique telescopic handle saves back-breaking, ¢ Manufacturing 
hard labor— it gives your men extra leverage, when ¢ Company, 
threading hard two-inch pipe. : 4 Erie, Pa. 
| ¢ Gentlemen: 
Mail the coupon for Bulletin “R,” giving a description <4 Sure, mail me that folder 
f this fi dh : # “WHY MAKE HARD 
of this faster and handier threading tool. 4 WORK OF PIPE 


THREADING?’’—~-giving a 





description of the REED 
REED & Ratchet Pipe Stock. 
MFG. CO. Pg Name 
ERIE PA YA Company Name 
’ . 
ADdress 


STOCKS, DIES, VISES, ETC. 
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Leading the Big Parade 


Mr. Pipe N. Fittings, head man for a long line of Mueller products, 
is a stickler for uniformity. That’s why leading plumbers all over 
the country like him. They know he stands for dependability—in 
the brass itself and in the accuracy of thread cutting operations. 
They know that Mueller pipe always threads truly and snugly into 
any Mueller pipe fitting. 

Mr. Pipe N. Fittings believes in matched materials—made to fit before 
they leave the factory to insure easy installation after they reach 
the job. 

Both pipe and fittings are made by one company. There is no ‘‘passing 
the buck’’ to another manufacturer. Mr. Pipe N. Fittings knows he 
must make good—and he does. There is no divided responsibility 
here. He leads the big parade. 





Send for Mueller Pipe and Fittings Catalog. 





PORT HURON . MICHIGAN 


yen 
BRASS PIPE AND FITTINGS 
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relieve volve 














Fig. 2 


an opening about 18 inches from the bottom of the tank, 
we would suggest that the flow pipe from the coil be con- 
nected to this tapping, but if tank is one of the new pat- 
tern, with a tapping 6 inches from the top of the tank, we 
would connect to this opening. 

If pressure is low, it may be necessary to install a 
vacuum or air relief valve at top of hot water connections 
from tank, but as a rule this is not necessary. Your sketch 
indicates that all pipes are % inch in size. We suggest 
¥% inch as shown, and if radiator is very large 1 inch 
would be better. Drain valves should be installed at two 
points as shown. 





THE SPONTANEOUS COMBUSTION OF COAL 


The subject of spontaneous combustion of coal is cov- 
ered in a comprehensive manner in a bulletin just issued 
by the engineering experiment station, Purdue University, 
Lafayette, Ind. This bulletin consists of 64 pages and 
cover, 6 by 9 inches in size. Much has been published on 
this subject. The bulletin is an effort to evaluate and 
condense published data. A list of the various papers and 
other publications on this subject occupies five pages of 
the bulletin. 

The matter in the bulletin relates mostly to combustion 
in mines and where coal is stored by dealers, but states 
that there are few instances where the danger has been 
eliminated in storage for domestic heating by using cir- 
cular bins resembling silos made of concrete or other fire- 
proof material, which practice is common among dealers. 

There are many theories as to spontaneous combustion 
of coal and apparently many causes. It is said that sul- 
phur in coal oxidizes and generates heat, that water in coal 
is a factor whose responsibility for fire is undisputed, that 
coal exudes a natural gas which may become ignited under 
certain conditions, that an affinity exists between coal and 
carbon dioxide, and that carbon dioxide under certain con- 
ditions will produce elevated temperatures. 

Some foreign substances on or in a coal pile, a discarded 
Christmas tree, dry leaves, weeds, hay, etc., seem to have 
been responsible for fires. 

Protection from coal fires depends upon observation of 
the pile, smell, feeling the coal, thrusting a thermometer 
into the pile, etc. It is evident that coal gives off heat as 
it is oxidized by the air which is really a slow burning and 
that it loses value in proportion to this oxidation. Some 
coals, however, oxidize much more rapidly than others. 
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ENNINGS Condensation 
Pumps receive the condensation 
from steam radiators, particularly 
radiators set below the boiler water- 
line level, and pump the conden- 
sation back to the boiler. 


Supplied in standard sizes up to 
16,000 sq. ft. equivalent direct 
radiation. 





Write for Bulletin No. 63. Motor-Driven 


NASH ENGINEERING CO. Conadmm™ ing 
41 Wilson Rd., So. Norwalk, Conn. 


Jennings Pumps 


a a a i | Pats, RP te ee er tes -- 


Why Classic Leads 


It was the first combina- 








tion sink fixture on the 
market. Has many exclu- 
sive features, including 
adjustable arms. But 
most of all, because it is a 
Chicago Faucet, and that 
means there's no higher 
quality. 


UTC ARG OD ie cnicace raucet co. 
T 2700-22 N. Crawford Ave. 
Cc e Chicago, III. 







































//Water Softeners\ ( .— 
i = 


Automatic Semi-Automatic Hand Operated ¢ 


Electric Water Systems 
For Shallew or Deep Wells 
Filters + Septic Tanks 


Let us send you new Price Sheet 
and all details on Duro Finance 
Plan which makes sales easy. 
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The Duro Company ‘\y, 


600 Monument Ave. Dayton, Ohio 





automatic C WATER SOFTENER 


VERTITANK WATER SYSTEM 
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John H. Moo e and Son 
Atlantic City, New Jersey 
Plumbers Say: 


We have had unqu: ilified success 
from a service standpoint and feel 
that an EverHot deliv ershot water 
more economically than any other 
heater with which we have had 


experience. For these reasons we 
can conscientiously recommend it 
to our most exacting customers. 


P Ger! exHot Heater Ro. 


Detroit, BaP Bi 
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Good Pipe 
Demands 
\ 

















Any installation of 
sufhcient importance 
to need brass pipe re- 
quires the finest Brass Fit- 
tings obtainable to make it 
a success. v v v 




















Good Fittings 








General Brass Pipe Fittings 
measure up to the most exacting 
specifications. Machined to a very 
close gauge, and carefully tested 
with water pressure, they can be 
thoroughly relied upon to give com- 
plete satisfaction. v v 


The General Brass Line of Brass 
Pipe Fittings includes Elbows, Tees, 
Crosses, Plugs, Unions, Couplings, 
Bushings, Return Bends and Nip- 
ples, in all sizes from one-eighth 
inch to three inches. vv 


Your Jobber Has Them. 
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GENERAL BRASS COMPANY 


(Formed by The McRae & Roberts Co., Michigan Lubricator Co. and Standard-Peninsular Brass Works.) 


100-146 SOUTH CAMPBELL AVE. DETROIT, MICH. 
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Mention Domestic ENGINEERING when writing advertisers. 
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Plumbing Laws in Moose Jaw, Can. 


(Continued from Page 45) 


gree, and we would think it advisable to define ‘‘master 
plumber’”’ and “journeyman plumber” separately. 

The state of Florida does this, in the following par- 
agraphs: 

Section 3—Master Plumber.—A master plumber is a person 
who assumes responsible charge and direction of other per- 
sons in the installation of plumbing and holds a master 
plumber’s certificate, issued within the current calendar year 
by the board of plumbing commissioners of the state of 
Florida, certifying his fitness to assume such responsibility. 

Section 4—Journeyman Plumber.—A journeyman plumber is 
a person who performs the manual work of installing plumb- 
ing, under the direction of a master plumber, and who holds 
a journeyman plumber’s certificate, issued within the current 
ealendar year by the board of plumbing commissioners of the 
state of Florida, certifying his fitness to perform such manual 
work. 

Judging from our acquaintance with the general sub- 
ject, and with many plumbing codes, it is our opinion 
that at least in the United States, a person is not held 
to be a plumber in states and municipalities having license 
laws, unless he holds a state or municipal certificate or 
license of competency. This fact is evidenced by the two 
definitions found in the Florida laws, as juct quoted. 


ARGUMENTS AGAINST A PLUMBING ORDINANCE 


OW as to the real issue, the subject of the adoption 
N of ordinances requiring the licensing of plumbers; 
judging from the genera tenor of the arguments againct 
the adoption of license laws, ac mentioned in the news- 
paper clipping, they are based upon the same kind of 
arguments that are clmost always raised. 

The statement is made that plumbing costs are higher 
in Moose Jaw than in either Saskatoon or Regina, the 
other two cities of importance in the province of Sas- 
katchewan. This, in our opinion, is not an argument 
against the licensing of plumbers, ‘for reference to the 
codes of the two cities shows that they require the ex- 
amination of both masters and journeymen. Hence it 
would seem that lower costs are found in the cities 
under liven~e laws than in Moose Jaw, which has no such 
law. We are informed on reliable authority, that the law 
is strictly enforced in Regina. 

The feeling that the community is being ‘“‘lawed’’ to 
death is not an argument, but simply a statement that 
actually has no bearing on the merits of the case. 

One of the testimonies expresses fear on the part of a 
master plumber that he would be unable to pass an ex- 
amination. This is a point that should be given fair 
consideration. 

The adoption and enforcement of license laws may 
easily be made unjust to a man who has long carried 
on the business of plumbing without actually being a 
practical plumber himself. The law should not penalize 
him for this situation, and regardless of what may be 
demanded of a man just embarking as a master, the man 
already in business should be protected. 

We judge that the chief argument against licensing 
plumbers is that it would mean increased cost of plumb- 
ing. The comparison of the situation in the three cities 
named above would seem to dispute this. 

We do not see why this result should take place. If 
this has been the result, it has never been of sufficient 
weight to prevent states and municipalities that desire 
the best living conditions from insisting upon the car- 
rying on of the plumbing business under definite laws re- 
garding competency. The objectors to these laws would 
never think of objecting to the enactment of laws gov- 
erning the practice of medicine or dentistry or the han- 








DOMESTIC ENGINEERING 61 


; ; t 
ss e@s®e @# @ 


LENGTH OVER A.L 
— NO 5-34"= 14" 
NO 6-1" © 14" 
NO 6-iI42i4° - 
NO. 6-147 2 14°——- 
NO. 6- 2" 14" 


Fig. 118. No. 5—%-iach Compound Injector. 
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Safe, Sure, Simple 


These are the three words that 
best describe the Dehn Auto- 
matic Water Softener. Your 
customers need a Dehn. Sell it 
to them. 


COMPOUND INJECTOR & SPECIALTY CO. 


419-421 D. North Laramie Avenue, Chicago , Illinois, U.S.A. 
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"| Not cheap yellow metal, 
but rich, durable bronze 
and Chase copper tubing. 
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A Real Relief Valve 








The Nelson Relief Valve is the only valve with an 
external phosphor bronze spring. It can be instantly 
adjusted to any required pressure on the job from 


12 to 175¢. 
ul ith aclick ‘ 


When the maximum pressure is reached, you will 
hear the Nelson Relief Valve click. 

















THE STACK HEATER CO. 
250 Stuart St. 3 +. Boston, Mass. 




















A Choice of the Best | 


HAT’S what you 
getinrepliesfrom 
a ‘**Domestic Engineering ’’ 
Want Ad. 


Nomatter what your problem 
—if you want a job or a man 
for a job, if you have some 
used equipment to sell or 
want to buy some, if you want 
to know what the leading 
books on plumbing and heat- 
ing are, if you want bids on 
a job—a ‘‘Domestic Engi- 
neering’’ Want Ad will solve 
that problem. 






















Domestic Engineering 
1900 Prairie Ave. Chicago, Ill. 
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dling and sale of milk, for these are matters that concern 
health—but the practice of plumbing also concerns public 
health. 

We are surprised that in a progressive community 
objection should be made to such enactments, which for 
many years both in Canada and the United States have 
been recognized as desirable for the welfare of the 
community. 

We have previously alluded to the “‘Hoover’’ Report, a 
U. S. government publication of great excellence. In 
this report, page 7, under the heading, “Public Control 
of Plumbing Justifiable,’’ will be found an excellent study 
of this question, which we advise the principals in this 
controversy to read and ponder. 

Three of the seventeen sections under which the subject 
is handled we find to bear directly on the present con- 
troversy. They are as follows: 

1. The control of plumbing by government is distinctly an 
act done under the police power, because it has to do with 


protection of the health of the people against injury, using 
this term in its broad and popular sense. 


10. The system of examining plumbers is for the public 
benefit and should be continued, but it might be better for 
the examining authorities to issue certificates of competency 
rather than “licenses.” 

11. The requirement that plumbing work, subject to per- 
mit and inspection, be done by licensed plumbers is justifi- 
able under the police power. 


WHAT 300 CITIES DO ABOUT LICENSING PLUMBERS 


N THE “Domestic Engineering”’ issue of Sept. 25, 1926, 
I there was published an exhaustive tabulation cover- 
ing 914 pages, relating to various phases of plumbing 
practice in the United States and Canada. One of the 
columns of this tabulation covered ‘‘Requirements for 
License to Do Plumbing,” and a study of these tabula- 
tions will be well worth while to those interested in this 
present exchange of arguments. 

The tabulation is based on the plumbing codes of 
343 cities and towns in the United States and Canada, 
and upon direct information from each of the 48 states in 
our own country and from 7 of the 8 principal Canadian 
provinces. 

We reproduce below a part of the summation and dis- 


| cussion bearing on our present discussion: 


“We are able to present information on the licensing of 


| plumbers from more cities than on any other subject that was 


investigated. We have information, which we believe gen- 
erally reliable, from 313 cities and towns. Of these, 154 or 
slizhtly less than half, call for the examination of both mas- 


ter and journeyman plumbers before license to work is 


granted. The requirement, it seems to us, should be universal, 
but, nevertheless, it is gratifying to know that so many cities 
are already enforcing such a requirement. Forty-seven cities 


demand the examination of master plumbers only. Fifty-one 


cities enll for registration only of master plumbers, and 16 


enll fer the registration of both master and journeyman 
plumbers. While registration is better than nothing, in our 
opinion it is not nearly so beneficial to the trade as well as 


to the community as the examining of plumbers. Forty-five 
cities have no regulations whatever to govern this subject, 
so far as we were able to find, although in some cases it may 


| prove that our information is faulty. 


“We believe that the analysis of these data will prove of 
benefit, and we hope that it may have some influence in 
bringing about a better and safer condition regarding the 
licensing of plumbers in some of our cities. 

“Judging from our tabulation, it would appear that the 
United States is considerably in advance of Canada in the 
licensing and examining of plumbers.” 


In conclusion, we want to point to the fact that our 
tabulation of this subject shows the province of Sas- 
katchewan to be decidedly in the lead among the Cana- 


dian provinces in the matter of licensing, and it is to be 


hoped that Moose Jaw will decide to put the province still 


further in the lead. 
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PLANS NEW ADDITION 
The M. S. Little Mfg. Co., Hartford, Conn., has had 
plans prepared for a new brass foundry unit. The build- 
ing will be of brick construction, 50x120 feet, with an 
ell 10x50 feet. 





PLAN TO MARKET GAS FIRED BOILER 

Plans of the Youngstown Welding Co., Youngstown, 
Ohio, for production of welded gas fired boilers are mak- 
ing progress, and the company expects to market its 
new product in about sixty days. W. D. McKay is presi- 
dent of the company, and C. H. Watson is general man- 
ager. George H. Patterson, formerly of the Whiteacre 
Boiler Co., is now with the sales department of the 


company. 





MOVES PLANT TO PHILADELPHIA 
Kemoshyne Products, Inc., formerly of Camden, N. J., 
announced recently that the plant and offices of the com- 
pany had been moved from 1025 Everett street in that 

city, to 4949 Wakefield street, Philadelphia, Pa. 





ADD CHROMIUM PLATING PLANT 

Dick Bros. Co., Inc., Reading, Pa., has recently an- 
nounced the addition of a chromium plating plant to its 
present property, and is now in production of chromium 
plated brass goods in addition to its regular line. 

MUELLER’S WEST COAST REPRESENTATIVES 

ATTEND FACTORY CONFERENCE 

The executives and practically the entire Pacific Coast 
sales force of the Mueller Co. left their headquarters 
during the week of August 5th to 12th to attend the an- 
nual sales conference of the company at the factory, De- 
catur, Ill. The conference took place the following week, 
concluding with a picnic for all employees. 

Those in attendance from the Pacific Coast were: T. 
F, Leary, western division manager; M. E. Henderson, San 
Francisco branch manager; J. L. Logsdon, San Francisco 
salesman; S. W. Kerr, Seattle and Portland salesman; 











Photo of those in attendance at the sales school of the Duro Co., Dayton, Ohio, held 


recently in New York City 


J. G. Langford, Oakland salesman; M. C. Turner, Spokane 
and Salt Lake City salesman; R. W. Baugh, Los Angeles 
salesman; F. G. Klink, Los Angeles salesman. 





BUREAU APPOINTS NEW MANAGER FOR WEST 
COAST OFFICE 

The appointment of Carl J. Marsh as manager of the 
West Coast branch of the Plumbing and Heating Indus- 
tries’ Bureau has been announced by Russell G. Creviston, 
general manager. Mr. Marsh 
will succeed John C. Keene, 
who has been acting manager 
of the West Coast office since 
April. Mr. Keene will be 
assigned to do special work 
for the bureau in the inter- 
mountain region of Nevada, 
Utah, Colorado, Wyoming, 
Montana, New Mexico and 
Arizona. 

For the last two years Mr. 
Marsh has been the counsel 
for the Madison (Wis.) Mas- 
ter Plumbers Association. He 
is a graduate of the University 
of Wisconsin and a practicing 
attorney. He has served as Carl J. Marsh 
statistician for the Wisconsin 
Industries Commission, examiner for the Federal Trade 
Commission, and corporation tax auditor for the Wisconsin 
Tax Commission. For several years Mr. Marsh was presi- 





dent of the Wisconsin Audit Co., certified publie ac- 
countants. 

Wisconsin stands out as a state that has led in associa- 
lion activities. A notable instance is the workmen’s com- 
pensation insurance and automobile liability insurance 
provided for its members by the Wisconsin Master Plumb 
ers Association. Some of the members of this associa- 
tion have organized the Bathtub ‘Protective Fund for 
the purpose of insuring all bathtubs against damage 
after being installed. Mr. Marsh, as counsel for the Mad- 
ison association, participated in 
the organization of many of 
the activities of the Wisconsin 
association. 

He has a thorough knowl- 
edge of credits and has gained 
a wide reputation in this field. 
Under his direction the Mad- 
ison association has been active 
in providing many services for 
its members. A class in book- 
keeping was organized a year 
ago and now every member in 
the association having a shop 
but one is using the account- 
ing system of the bureau. The 
association also maintains a 
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The Onkland, Calif., branch of Crane Co. entertains local plumbing and heating contractors at Athens Club 


quantity survey bureau and a collection department in 
Madison. 

Mr. Marsh assumed his duties as manager of the West 
Coast branch on August 15, when he was introduced at 
Palo Alto at a meeting of men from the Bay district. He 
has taken over Mr. Keene's office in Room 230, Chronicle 
building, San Francisco. 

The other bureau men on the Coast who will work with 
Mr. Marsh in extending bureau services to all branches of 
the industries are John R. Denning, field man for the 
southern California district, 508 Pacific Mutual Building, 
Los Angeles, and J. A. Kacher, field man for Washington 
and Oregon, with an office in Room 416, Washington 


Building, Tacoma. 





STEEL OFFICIAL CALLED BY DEATH 
James B. Laughlin, director and former treasurer of 
the Jones & Laughlin Steel Corp., Pittsburgh, Pa., died 
Sunday, August 12, at his summer home in Hyannisport, 


Mass. He was in his sixty-fourth year. 


OPEN FOUR NEW OXYGEN PLANTS 

Four new plants of the Linde Air Products Co., New 
York City, have recently started production of oxygen and 
are now serving the local demand in their respective locali- 
ties. A plant at 631 South Seventeenth street, Harrisburg, 
Pa., started operating recently in charge of J. J. Naber. 
A plant at Seventeenth and West Lawrence streets, Allen- 
town, Pa., in charge of W. Barber, began production on 
July 18. On August 1, the Shreveport, La., plant, located 
at Foster and Thomas streets, in charge of F. T. Rueger, 
started operating. Last of all, a plant at First avenue 
and B street. South Charleston, W. Va., was added to the 
chain. E. Pohlman is superintendent at the latter plant, 
which started manufacturing August 10. 





THOS. KELLY & BROS. OPEN SALES OFFICE 
Announcement is made by Thos. Kelly & Bros., Chi- 
cago, Ill., of the opening of a district sales office for 
Michigan and northern Ohio at 1006 Prudden building, 
Lansing, Mich. W. F. Reineking is manager. 


A Wholesaler Analyzes Credit Policies 


Credit conditions in the plumbing and heating in- 
dustry are a matter of genuine interest to everyone in 
the industry throughout the country. For that reason, 
the following analysis of conditions which led to a 
credit policy adopted in several sobbing centers 1s 
published below. 
scriber. 

To the Editor: 

Working individually in the past we have found our 
credit system very faulty; for instance, with four whole- 
salers located here, each of us with the same credit infor- 
mation before us might assign a credit limit of $300 on 
a certain account and find at the end of thirty days that 
this particular customer had purchased his limit from 
each wholesaler, a total of $1,200. This situation brought 
about with all of us many slow and past due accounts, 
placing us in the position of bankers financing many of 
our customers in their business. 

This system or lack of system worked a hardship on the 
wholesaler, and at the same time was unfair to the many 
customers who financed their own business and met the 
jobbers’ terms of sale promptly. Our credit managers 
formed a credit association about two years ago, holding 
monthly meetings for the discussion and interchange of 
credit information, this mutual interchange bringing about 
considerable improvement in our local credit situation, 
with, however, much still to be desired. 


It comes from a wholesaler sub- 


In May of this year the managers of the four local 
wholesalers, in conjunction with their credit managers, in- 
vestigated and adopted the credit system as used for the 
past two years by the wholesalers in another city. On 
June 15 we sent out original announcement signed by all 
the wholesalers jointly instituting the ‘‘Terms of Sale,’’ 
as shown below: 


Terms of Sale 
In order to obtain two per cent cash discount 
all accounts must be paid on on before the tenth 
of the month following date of purchase. If any 
account remains unpaid on the twenty-fifth of 
the month following date of purchase, no fur- 
ther credit will be extended. 


These announcements were sent by each house on their 
own letter head, the house sending having their name first 
with the other houses’ names following. The mailing 
list consisted of all heating and plumbing dealers con- 
tained on the combined lists of all the houses. This meant 
that a customer purchasing from only one house received 
notice just the same from the other houses. In addition, 
we are using a sticker on all invoices and statements 
showing the terms of sale, these for the time being to em- 
phasize the fact that these terms will be rigidly enforced. 


To start the system we were as lenient as possible in 
closing old past-due indebtedness; accounts of this sort 
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were closed in a series of monthly notes within the capacity 
of the customer to pay at maturity. These monthly notes 
are considered a part of that particular month’s pur- 
chases, and must be paid along with the month’s pur- 
chases by the twenty-fifth of the month. With the system 
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in operation, no notes will be taken in settlement of an | 


account. Notes were taken on the past-due indebtedness, 
as we were anxious to be as fair as possible with our cus- 
tomers in starting the new system. 
injustice to arbitrarily close down on them, placing them 


on a cash basis when our own credit system was as much | 


to blame for their condition as they were. 


It would have been an | 


Our credit managers now meet once a week at the noon | 


hour for lunch for mutual discussion of credit matters. 
Our customers have heartily endorsed the new system, re- 
gretting only that we didn’t institute it several years ago. 


They are watching their own accounts more closely and 


are not taking long chances as they formerly did. We 


feel that new concerns starting in business will provide | 


themselves with sufficient capital to operate, as we local 


jobbers have decided that we are not in the banking and 


finance business. 


We know that this system, religiously adhered to, will | 
make it practically impossible to have large credit losses | 


from bad accounts. It will make better and more reliable 


business men of our customers, establishing their credit | 


standing on a firm basis. 


Finally, we believe it is going | 


to make our city a happier and better place for both the | 


master plumber-fitter and his friend the wholesaler. 


We might state that on July 25, when, according to our | 


terms of sale, June accounts were due in full or the ac- 


count would be placed on cash basis, out of the many | 
hundred accounts handled by the four local wholesalers, | 
only 18 accounts remained unsettled. These accounts re- | 


main on a cash basis with all of us irrespective of the 
wholesaler to whom it is due. As quickly as settled, the 
customer is again placed on a credit basis. The system 
was just started by us the first of July. We believe that 
a few months’ trial will reveal very interesting compara- 
tive statistics. 





NORTHERN OHIO GOLFERS HOLD AUGUST MEET 
The August meet of the Northern Ohio Trade Golf As- 
sociation was held at the Ridgewood Country Club, Cleve- 
land, on Monday, August 6. The twenty-six members in 
attendance were the guests of Joseph Walton, of the West 
Park Foundry Co., Cleveland. Many of the participants 














H, 
Mendelson, president, Hotstream Heater Co.; P. R. Richards, 


Top row: A. Kramer, Chase Copper & Brass Co.; Lew 
Republic Brass Co. Bottom row: J. F. Duffy, assistant man- 
ager of Crane Co., Cleveland; Joseph Walton, West Park 
Foundry Co.; P. L. Lowersby, manager of Crane Co., Cleve- 
land; Jack Moore, Trenton Potteries Co. Photos taken at 


July meet of the Northern Ohio Trade Golf Association 
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The Johnston- 


Oil-Burner-Boiler 


Offers You 


Greater Success 
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Greater Sales Success in the oil-burner field is 
in store for you if you tie up your oil-burner 
business with the Johnston-Oil-Burner-Boiler. 
The Johnston Boiler assures the highest heat- 
ing satisfaction at the minimum fuel cost. 
That's why it opens the doors to more oil- 
burner sales—one sale leads to another. If 
you want to make your business grow write 
today for catalog and complete proposition. 


JOHNSTON 
BROTHERS, 
Inc. 


Ferrysburg, 
Michigan 


Send for 
Complete 
Catalog 





rit te BrotHers, Inc., 
errysburg, Michigan 

Please send us a copy of your catalog and information 
concerning your special dealer proposition. 
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in This Modern-Day 


Water Heater 
Electricity is doing the 
work of the world and the 
Wessels Electric Water Heat- 
er is right in line with modern 
developments. 


Sell the new things in your 
line, the practical up to date 
electric water heating equip- 
ment, and get your share of 
new profits. 


Four different styles and 
capacities, to meet every re- 
quirement. Clean, con- 
venient, dependable,—abso- 
lutely free from dirt. 


Order through your jobber. 


D. D. WESSELS & SONS CO. 
Detroit, Michigan 








Oatey 4 in 1 Roof Flashings 
won the dry nomination and 
they’re sure to be elected on 
the strength of their past per- 
formance. You'll vote for them 
tco after you see 
how well they 
go on the roof 
and how well 
they stay on it. | 








L.R. Oatey Co. 


5500 Walworth Ave. 
Cleveland, Ohio 
















~ “Always Dry” 

























_that he has been elected pres- 
ident of this corporation. Mr. 
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Top row: L. R. Oatey, president of L. R. Oatey Co., Cleveland, 

Ohio; A. Fullerton, Geo. Worthington Co., secretary of asso- 

ciation; P. O. Boylan, W. M. Pattison Supply Co., vice presi- 

dent of association; J. W. Kelly, guest, Thomas Kelly & Bros. 

Co., Ine., Chicago. Bottom row: W. W. Richmond, Ohio Credit 

Bureau; Morris Stein, plumber; 8S. Wolff, Wolff Supply Co.; 
Ss. E. Smith, Wheeling Steel Co. 


attended lunch at the club before the meet, and all were 
present at the dinner served in the evening. 
Following are the scores for the day’s play: 


Name G. H.Net Name G. H.Net 
D. M. Kenney....105 30 75 John Moore .... 96 12 84 
J. W. Kelley..... 121 35 86 Fred Sweizer....111 30 81 
S. R. Mitchell....115 30 85 L. R. Mendelson. 93 20 73 
L. H. Norton.... 94 18 76 Joseph Walton.. 97 22 75 
W. J. Taylor....101 22 79 Roy Oatey ...... 114 35 79 
H. O. Albrecht... 89 15 74 Frank Murphy...112 20 92 
Morris Stein ....108 30 78 Allen Wright....128 38 90 
Samuel Smith ... 77 6 71 E. Hungerford...122 36 86 
W. Richmond....125 35 90 Ed. Goodwin ....132 36 96 
Samuel Wolff....109 25 84 Don Brown ..... 120 30 90 
P. L. Sowersby.. 91 20 71 A. 9. BEGTRD. «20% 122 30 92 
2 132 35 96 C. A. Burgess.... 88 ,. ve 
Frank Boli ..... 83 6 77 


Personal Mention 


Howard W. Evans, since 
1895 a well known figure in 
the plumbing and heating in- 
dustry, has associated himself 
with the Egan Manufacturing 
Co., 321 East Twenty-second 
street, Chicago, Ill., manufac- 
turer of fuel oil burners, and 
announcement is just made 


Evans’ headquarters will be 
at the offices of his new com- 
pany. His long experience 
has brought him in close con- 
tact with the engineering, 
contracting and architectural Howard W. Evans 
fields. 

Frank C. Kiesner, 738 Builders Exchange, Minneapolis, 





: Minn., has been appointed to represent the Star Dee Water 


Heater Corp., Detroit, Mich., in the Minnesota territory, 
which also includes part of North and South Dakota. 

Charles W. Cromb, manufacturer’s representative in 
the Bourse building, Philadelphia, Pa., has been appointed 
to represent the Union Malleable Mfg. Co., Ashland, 
Ohio, in the Philadelphia and Baltimore territory. 

William Jacobsen, recently associated with the Asbes- 
tos & Mineral Corp., New York City, has been appointed 
sales manager of the fibre department of the Keasbey & 
Mattison Co., Ambler, Pa. 
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Letters to the Editor 


MORE ACCOUNTING ARTICLES ARE NEEDED 
To the Editor: 

I have read very carefully your article, entitled “‘Your 
Financial Statement,’’ which appeared in one of your re- 
cent issues. 

Articles of this type fill a long felt want and should be 
read carefully and diagnosed minutely by everyone in our 
line of endeavor. 

New Orleans, La. Leander Marx. 
SMOKE ABATEMENT CAMPAIGN HELPS TO SELL OIL 

OIL BURNERS IN ST. LOUIS 
To the Editor: 

I attended a very interesting oil burner meeting and 
banquet recently in St. Louis, Mo. It was the annual 
meeting of the St. Louis Oil Burner Association. The 
interest of the meeting was in the unique publicity cam- 
paign started a few days prior to the meeting. 

An entire week was set aside as the “Smoke abate- 
ment week’’ in St. Louis, sponsored by the Smoke 
Abatement League of that city. The St. Louis Oil Burner 
Association took advantage of the opportunity to do some 
constructive publicity relative to ‘‘Heating with Oil.’’ They 
had thousands of signs, about 16 by 18 inches square, 
printed in bold letters so that they could easily be read at 
a distance of 50 to 100 feet, and reading something like 
this: “WE ARE CO-OPERATING WITH THE SMOKE 
ABATEMENT LEAGUE AND ARE USING AN OIL 
BURNER FOR HEATING OUR HOME. WHY DON’T YOU 
HELP RID THE CITY OF SMOKE, SOOT AND ASHES?” 

They asked home owners who were using oil burners to 
allow them to place these signs in their yards. One of 






















Why McAlear ‘‘Direct- 
to-Boiler’’ Water Feeders 

Will Prove a Good Invest- 
ment for You 


1. Better operating satisfaction than any other. 
They are dependable— have a valve which won't 
stick— feed “‘Direct to Boiler.”’ 


2. There is a McAlear Feeder for every size and type 
of boiler, whether coal, oil, or gas fired. 


»- 


3. There are over 10,000 in successful operation. 


4. They offer you a better profit and lower installation 
cost than any other feeder. 


Ask for complete illustrated 
bulletin giving latest 
prices 





No. 826 McAlear 
Duplex Feeder 


- 
cricaco WONG ALE RA TAP GC D)-u.inois 
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Pittsburgh; J. F. 








Top row: Mack Snively, Snively Pittsburgh; 
Ww. S. Appleby, American Radiator Co., 
Bailey, Anchor Sanitary Co., Pittsburgh; Edward Kunde, 
Malone Plumbing Supply Co., Pittsburgh. Bottom row: Carl 
Ganerman of Pittsburgh, John Moore, Trenton Potteries Co., 
Cleveland, past secretary and treasurer, Tri-State Golf Asso- 
ciation; J. A. MeKissock, Weldon & Kelly Co., Pittsburgh; 
George Hamilton, of George Hamilton Co., Pittsburgh. Photos 
taken at the recent meet of the Tri-State Golf Association 


the prominent oil burner distributors took the writer for 
a ride around the city and he was astounded at the num- 
ber of and the types of buildings that displayed these 
signs. It was not at all uncommon to ride down a street 
of an exclusive residential section and see one of these 
signs in every yard. Of course, one could not tell what 
burner was installed, but the signs were placed only in the 








19th and Western Avenue 


TRAGESER> 


If you are passing up installation work 
like the one pictured above you are los- 
ing good money. We should like to tell 
you how you can sell our White Metal 
Sinks. 


Mailing stuffer furnished free. Write 
for T Catalogue and price lists. 


John Trageser Steam Copper Works 
Established 1850 
Grand St., Maspeth, Long Island 
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Patent Plumbing Fixtures 
and Duojet Water Closets 


ALINE representing the most advanced ideas in 
sanitation. Economy of operation and ease of in- 
stallation. Duojet Closets Flush Valves — Self-Closing 
Basin Cocks—Combination Lavatory Fixtures—Pop- 
Up Wastes — Liquid Soap Fixtures, etc. 
Manufactured and Sold Exchasively by 


THE IMPERIAL BRASS MFG. COMPANY 


1231 West Harrison St. CHICAGO 























YOUR FITTING PROBLEM 
IS SOLVED 
when you say 


“GQUARE GEES, 
“GEE” 
Fittings 


ORAINAGE, GRASS 














MALLEABLE, CAST IRON 


THE GRABLER MANUFACTURING CO. and its subsidiary GRABLER-REPUBLIC, Ine. 





New York «+ +«++-+ Chicago CLEVELAND, OHIO San Francisco - Los Angeles 























BELLOWS 


Original — Genuine 
Sylphon Temperature Regulators, Pressure Regulators 
i imen hae are in almost universal use, in 
thousands of buildings, in nearly all industrial plants, in 
great power plants, and in the homes of the people. 


The Fulton Sylphon Company, Desk K Knoxville, Tenn., U. S. A. 


Look on Page 23 
Burnham Catalogue No. 67 


You'll find an interesting side light 
on why Burnham Water Type 
Boilers are making such strides in 
the domestic heating field. Copy of 
the catalogue will be sent on request. 


Representatives in all principal cities 
of the United States and Canada. 


Irvington, New York. 
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yards of home owners who were using burners sold by the 
members of the St. Louis Oil Burner Association, although 
no mention of that fact was made. 

There were about 65 members and guests in attendance 
at the banquet, which was presided over by Jay Becker, 
president of the St. Louis Oil Burner Association. The 
principal speaker of the evening was Harry Bussman, 
president of the Bussman Electric Mfg. Co. of St. Louis. 
He took as his topic ‘‘Selling Oil Burners.”’ In presenting 
this subject, he brought out several outstanding points of 
interest to any oil burner salesman. Among these are: 

Never start an interview with a prospect by a question 
that can be answered ‘“‘yes”’ or “‘no.”’ 

Never state facts that the prospect will not readily be- 
lieve. 

Never argue. 

Homer R. Linn. 





COMMENDS EDITORIAL ON “CREDITS—THEIR 
ANSWER” 


Editor, ‘‘Domestic Engineering’”’:— 

We desire to give you our whole-hearted commendation 
on your editorial ‘“‘Credits—-Their Answer” in your issue 
of July 7th. 

The writer has given considerable thought to the plumb- 
ing and heating industry and it is his opinion that you 
have stated the case correctly in this editorial. 

We don’t know in what better way we can offer you 
more assistance than to let you know we appreciate your 
observations of this character. 

The writer believes that other lines of industry are 
going through the same crisis as ours; some of them have 
weathered the storm; and we know of no better way to 
help our own industry out of the present difficulties than 
to have such ideas as above referred to, submitted to the 
plumbing and heating trade, just as often as you can 
possibly do so. 

Sincerely, 
CHAS. B. LONG & SON. 


Charlotte, N. C. By C. B. Long. 





Charles H. Goodman, master plumber of Kenosha, Wis- 
consin, was one of the principal speakers at the convention 
of the Wisconsin Retailers’ Association, held at Sheboy- 
gan, August 13 to 15. 











Top row: F. W. Broatch, U. 8S. Sanitary Mfg. Co., D. L. Durkin, 
honorary member, F. J. Oliver of Oliver Bros.; Henry J. 
Letcher, manufacturers’ representative. Bottom row: J. J. 
Nickels, guest; Fred Korndoerfer, 8. C. Marx Coe.; C. L. 
Wilkins, Stockham Pipe & Fittings Co. Photos taken at the 
May meet of the Metropolitan Trade Golf Association 
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Top row: Howard E. Crum, Jr., Chicago; A. P. Christian, 
Detroit, both of D. D. Wessels & Sons Co., Detroit; Jack 
Moore, Trenton Potteries Co., Trenton, N. J.; Ray Lawlor, 
Youngstown Sheet & Tube Co., Detroit. Bottom row: F. D. 
Cooper and E,. C. Sherman, both of Excelso Products Corp., 
Buffalo; J. D. Childers, Clayton Mark & Co., Chicago; H. K. 
Fox, Grabler Mfg. Co., Cleveland. Photos taken at the recent 
convention of the National Pipe and Supplies Association 


THIS WAS NEWS 
























20 YEARS AGO 
August 22, 1908 
The fourteenth annual convention of the National As- 
sociation of Master Plumber's of Canada was held in Mon- 
treal, P. Q., Canada, on August 13 and 14. This organi- 
zation was organized thirteen years ago in this city, for 
ethe purpose of furtherance of legislation in regard to sani- 
tation. The convention proceedings were opened with an 
address of welcome by President John Watson, Montreal. 
1908 
The Bronx branch of the Master Plumbers’ Associa- 
tion of Greater New York celebrated another pleasant 
event on Thursday, August 13. It was the fifth annual 
outing and members vied with one another in making tt 
a grand success. Breakfast was served upon arrival at 
the park. The athletic games attracted many partict- 
pants. 








1908 

The American Brass Mfg. Co., of Cleveland, Ohio, has 
erected a new brick factory building at 1525 East Forty- 
ninth street in that city. 








1908 

Work on excavating the site for the new building of 
Crane Co., at San Francisco, Calif., has been commenced 
and actual construction work will be under way in a short 
time. 








1908 

The Grabler Mfg. Co., of Cleveland, Ohio, has erected a 
new building, two stories high, and has two others, three 
stories high, in process of construction. When completed, 
these buildings will give the company an addition of 
50,000 sq. ft. of floor space for manufacturing purposes 
1908 

For the fifteenth time the master plumbers of Newark, 
N. J., assembled to celebrate their annual outing. Wednes- 
day, August 12, was the date of the affair, which was even 
more successful than previous outings. 
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Radiator 
Hangers 















































WALL TUBE 
TYPE AND 
COLUMN 
TYPE 











Manufactured for all types 
of wall, column and tube 
radiation. 


Adjustment 2% inches. 
Quickly and easily installed. 


Only one bolt is necessary 
to securely fasten hangers 


to wall. 


PRICES QUOTED. ON 
SPECIFICATIONS 














Write for | 
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POWER FFFICIENCY (CORPORATION 


137 ARTHUR STREET, BUFFALO, N.Y. 
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New Trade Literature 


Vapor Engineering Co.’s New Booklets 

The Vapor Engineering Co., New York City, has just 
issued two attractive booklets. One of the booklets is 
devoted to the description of the operation and installation 
of the company’s vapor heating systems, a number of 
drawings and pictures being used. The other booklet lists 
some of the installations of the company’s system, and 
contains 19 pages. 

Booklet on Automatic Stoking 

The Iron Fireman Mfg. Co., Portland, Ore., has recently 
released a booklet describing the automatic stoker of its 
manufacture. The front cover is printed in three colors, 
and shows an illustration of the stoker. The first pages 
explain the operation of the stoker, and the following 
pages show its adaptation, and some of the automatic 
controls used in conjunction with it. 

Book of Folders on Air Filters 

The National Air Filter Co., Chicago, has just issued 
a book containing six of its recent folders on air filtering. 
Five of the folders are in color, and all describe the air 
filtering devices manufactured by the company. The 
cover is printed in two colors, and is arranged so addi- 
tional literature may be included in the future. 

Oil-Burning Water Heater 

Motor Wheel Corp., of Lansing, Mich., is distributing a 
folder describing its oil-burning water heater. Two sec- 
tional views of the heater are shown, and the principles of 
operation, construction and cost of operation are explained 
The double thermostatic control and semi- 
manual control are also explained. 


in detail. 
automatic 
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“*1344 Per Square Mile” 

An interesting folder in two colors has recently been 
issued by the Kewanee Boiler Corp., Kewanee, Ill. On the 
inside of the folder, which is called ‘1344 Per Square 
Mile’ is a map of a square mile in Chicago. The roofs of 
buildings heated by the company’s boilers are colored in 
red, and at the bottom of the folder is a boiler made by 











Top row: Group picture of the Western New York Trade Golf 
Association. Middle row: C. V. Haynes, vice president and 
general sales manager of Hoffman Specialty Co.; F. I. Peter- 
son, Sloan Valwe Co.; P. 8. Hedley, Peerless Heater Co., F. H. 
McLaren, National Radiator Corp.; T. A. Novotney, Buffalo 
manager of National Radiator Corp. Bottom row: E. J. 
Rogers, U. 8S. Radiator Corp.; F. 8S. Archer, Kewanee Boiler 
Corp.; George R. Corwin, Perry McQuade, Power Efficiency 
Corp.; E. P. Hannig, Reading Iron Co.; H. B. Roarke, Detroit 
Stoker Co.; G. E. Carlson, Crane Co. Photos taken at a recent 
meet of the Western New York Trade Golf Association 
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NOTE THE BRASS DISC 


Made of Refined Malleable Iron with Brass 
Seat Inserted in Place by Powerful Pressure 
So That It Cannot Become Detached. 


Approved by Underwriters’ Laboratories. 


ILLINOIS MALLEABLE IRON CO. 
Chicago, IIl. 
Manufacturers Full Line Iron Pipe Fittings 











250% Mineral 
preci IR EFINITE .; ia 
capacity indole d toly 





The type of mineral in the water softener is the 
all important factor. Your success and your cus- 
tomers’ satisfaction depends on the mineral used. 
Listen to what a dealer in Minnesota has to say. 


' Worthington, Minnesota, 
April 10, 1928. 
The Refinite Company, 
Omaha, Nebraska. 
Gentlemen: 

Just a line to let you know what we think of 
the Refinite Water Softener. 

We have about forty of these softeners in- 
stalled here in Worthington and we have yet 
to have a complaint on any of them. This is 
saying a lot as our water here is about fifty 
grains hard. 

We tried about six different softeners and 
have taken them all out and replaced them 
with Refinites. 

Competition have one softener in homes in 
the whole town. They have tried one or two 
other kinds but they have not worked satis- 
factory. 

Trusting to install several more this season, 
we are Yours truly, 

FAUSKEE & SEE 
by J. H. See 














Price $100.00 up. Write for sales information. 


THE REFINITE COMPANY 
Refinite Building a8 Omaha, Nebraska 
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the company. On the reverse side are photographs of 
several of the buildings which use the company’s products. 
Circular of American Brass Co. 

American Brass Co., of Waterbury, Conn., is distribut- 
ing a circular descriptive of its brass pipe. Various pipe 
tests are mentioned and two kinds of pipe—for use with 
normally corrosive water and for highly corrosive water— 
are described. 

‘Does It Pay to Install an Oil Heater?” 

A booklet, recently issued by the Oil Heating Institute 
of New York City, is entitled, ‘‘Does It Pay to Install an 
Oil Heater?’”’ The pamphlet points out the convenience of 
oil fuel, automatically controlled, and the availability of 
oil heat at any time during the year. A section is also 
devoted to the initial cost of an oil heating installation, 
and another to the subject of operating costs of oil heat. 

Water Systems for Deep and Shallow Wells 

Bulletin No. 13 just issued by the Columbiana Pump Co., 
Columbiana, Ohio, is devoted to the company’s water 
systems for deep and shallow wells. Sectional and side 
views are shown in connection with detailed descriptions 
of various styles of electric pumps. Accessories, such as 
pressure gauges, artesian well cylinders, etc., are also 
shown. 

Booklet of Hoffman Specialty Co. 

Hoffman Specialty Co., Inc., of Waterbury, Conn., has 

just issued a booklet comprising forty-six pages. The 


booklet explains the important points of the company’s 
heating system. This explanation is given in the form of 
a selling talk by a heating contractor to a prospect. 
pages of 


Sev- 


eral illustrations show various residences, 
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Top picture: Henry Reis, W. A. Russell & Co.; A. R. Glore, 

Evins F. Glore & Son, Ine. Bottom picture: E. H. Page, 

William Highton & Son; H. P. Bartlett, Grinnell Co.; Thomas 

Yoekel, Philip Yockel’s Sons Co. Photos taken at the July 
meet of the Eastern Trade Golf Association 








churches, office buildings, etc., in which the company’s 
system has been installed. 
Folder of Orr & Sembower, Inc. 
Orr & Sembower, Inc., of Reading, Pa., are distributing 
a folder describing their steel heating boiler. Four- 
teen features in connection with this boiler are pointed 
out, and a front and cross section of the boiler are shown. 


‘*‘Helpful Ideas for Engineers” 

A small condensed edition of the regular handbook of 
the Smooth-On Mfg. Co., Jersey City, N. J., has just been 
published by that company. The booklet is entitled ‘‘Help- 
ful Ideas for Engineers.”’ It contains 32 pages, and shows 
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Announcing 


ROBERTS 


CONTROLLED 


Gas Burner 


Unit 


















Business That’s Yours 
for the Asking 





There is a lot of profitable business to be 
had by pushing the Roberts Gas Burner 
Unit. 


tion which has always been a drawback. 
Second, it’s low price and the fact that the 
old heating plant does not have to be 
junked make the Roberts popular with 
many of your customers who could not 
afford a new plant. 


Third, the Roberts Gas Burner Unit can 
be installed in half a day. 


If you tell your customers of the many 
advantages of gas heating made possible 
by the Roberts Unit—they’ll buy. 


We'll help you tell them—write us today 
for our proposition. 








ROBERTS GAS BURNER CORP. 


| 
| 
| 
| 
| 
First, it eliminates the gas escaping ques- 
| 
| 
128 West Chippewa St., Buffalo, N. Y. | 
| 
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” Armstrong Bros. 
ADJUSTABLE 


PIPE DIES and STOCKS 


Improved Design—Cut Like Lathe Tools 
| Dies are Alloy Tool Steel. Chasers are backed off making 
them easy cutting and long lasting. 


ARMSTRONG BROS. TOOL CO. 


323 N. FRANCISCO AVE. $8 CHICAGO, U. S. A. 
































American NO. 1020 OVER-RIM TUB FILLER 
FROM YOUR JOBBER 
AMERICAN SANITARY MEG. CO., Abingdon, III. 




















After 
installing 
you can easily 9% ; 
change the water line Fe" TE 
in the boiler one inch higher @@ 

or lower and the differential be- 

tween supply and overflow level at from 

alt one to five inches. An exclusive feature of 

r M&M Self-Cleaning Duplex Boiler Feeders that 
saves installation time. 


MCDONNELL & MILLER 
400 N. Michigan Ave., Chicago 


M<DONNELL & MILLER 


Self—cleaning- Duplex Feeder 
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sUPER-TURBINE 


PUMPS 


“Only one moving part” 


“ A LIFE-TIME OF SERVICE/ = 
Dealers: Send for No. 83 Bulletin! 


DECATUR PUMP COMPANY 


632E. Cerro Gordo St., Decatur, III. 
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some of the uses to which the products of the company are 
put. On the front cover, which is in two shades of orange. 
a copy of the larger size handbook is reproduced. 


“Why Waste Heat?’’ 

The Leader Iron Works, New York City, has issued a 
pamphlet with the title, “Why Waste Heat?” The pam- 
phiet describes the company’s four sizes of fire tube econ- 
omizers. A table of specifications is included for use in 
selecting the proper size economizer needed for different 
installations. The pamphlet contains a number of illus- 
trations, including a sectional view showing the function 
of the economizer. 


Issues Folders on Oil Burning 
Several folders, both for dealers and for consumers, 
have been issued recently by the McIlvaine Burner Corp., 
Evanston, Ill. The folders describe the oil burner manu- 
factured by the company, and one contains a list of promi- 
nent users, with their comments on the burner. 


Folder of Fleck Bros, Co. 

Fleck Bros. Co., of Philadelphia, is sending out a folder, 
listing some of its lead products, such as lead reels, 
tubing, rope, wool, traps and bends, pig lead, cake lead, 
etc. A table of dimensions of lead pipe in coils and lengths 
is also given. The company’s lead works are illustrated in 
the folder. 


Folder on Radiator Cabinets 
The Winchester Radiator Cabinet Co., Chicago, has 
recently issued a folder printed in tan on white paper, 
showing some of the installations of the company’s 
radiator cabinets and covers. It also shows how recessed 
radiators with grilles should be cleaned. 


Issues Literature for Dealer and Consumer 

The Hotstream Heater Co., Cleveland, Ohio, has re- 
cently issued two folders on the company’s automatic 
water heater, the first to go to consumers, and the second 
to the company’s dealers. The small consumers’ folder is 
in three colors, has an illustration of the company’s auto- 
matic storage water heater, and points out features of the 
heater. The dealers’ folder is larger and is made to go in 
ring binders. It goes into the technical design of the 
heater more thoroughly than the smaller folder. 


~~ ae » a 
Brees. 











Top row: Robert Haas of Pittsburgh; Carl Melcher, West 
Park Foundry Co., Cleveland; Russell Lawrence, Weil-McLain 
Co., Erie, Pa.; C. M. Fenner of Pittsburgh. Bottom row: 
H. K. Downe, National Radiator Corp., Pittsburgh; H. B. 
Roarke, Detroit Stoker Co., Buffalo; H. R. Rowland, A. M. 
Byers Co., Pittsburgh; Robert C. Gormly, Wolverine Brass 
Works, Pittsburgh. Photos taken at the recent tournament 
of the Tri-State Golf Association 








OOS Nea? ORE eas: LEY ASME 


August 25, 1928 DOMESTIC ENGINEERING 


The ACE Union 


“Influence of Carbon in Steel Welding Rods” 
Bulletin No. 128 just issued by Fusion Welding Corp., 
of Chicago, is entitled ‘“‘The Influence of Carbon in Steel 
Welding Rods.”’ The purpose of the bulletin is to dis- 














Top row: John Gannon, New York City; George Hoffman, 
Trenton Potteries Co.; M. G. Brown, Murray W. Sales & Co., 
Detroit; Jack Moore, Trenton Potteries Co. Bottom row: 
Carter Sales, Murray W. Sales & Co., Detroit, Mich.; Charles 
Darwin, Murray W. Sales & Co., Flint, Mich.; Arthur Daniel, 
Murray W. Sales & Co., Detroit; C. V. Haynes, Hoffman 
Specialty Co., New York City. Photos taken at the recent 
convention of the National Pipe and Supplies Association 


cuss in non-technical language the effect that carbon has 
on the flow of welding metal, and the resulting deposits, 
promoting a better knowledge of the welding process. 
Booklets Describe Wolff Co. Products 

Wolff Co., Chicago, has recently issued two small sug- 
gestion booklets showing some of the company’s prod- 
ucts. One is pocket size, and is done in two colors. It 
describes the tubs, lavatories, sinks, water closets and 
brass goods manufactured by the company, and gives 
sizes of the various fixtures. The other is an ingenious 
booklet showing the various colors available in the com- 
pany’s fixtures. A bathroom is pictured on the first-page, 
with the shape of the fixtures cut out, and is folded over 
the right hand pages, which are in different colors to 
show the effect of bathrooms with colored fixtures. 


Why Heat Leaves Home 


(Continued from Page 22) 


The fuel cost rating includes rating of walls, roof or 
upper ceiling, floors (when there is no basement) and 
windows, so an inventory is made of the various ways in 
which the heat “‘leaves home’’ without giving the comfort 
that it should give. 

The two other recommendations which were not acted 
upon by the parish priest on account of lack of money 
were: No. 2, reduction of heat loss at windows by weather- 
strips; No. 3, heat stopping the upper ceiling or roof. The 
walls, of course, had been lathed, plastered and decorated 
so it was decided not to use any heatstop material. In 
figuring the job the architect had failed to allow enough 
for poor window frames, green window sashes and con- 
sequent heat losses. The chilling of the steam on the 
way to the radiators, however, proved to be the major 
cause of those shivering days before the error was cor- 
rected, and a satisfactory job was made of it by the use 
of pipe insulation alone. 
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In the Ace Union 
you will find all the 
rigid requirements 
for brass unions ful- 
filled. Built as it is 
in the octagon 
shape of solid red 
brass it can well 
take its place 
among the finest 
fittings. 
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Ask your jobber 
or write us 


THE KING 
UNION COMPANY 


(Incorporated) 


Hillsgrove, Rhode Island 











**Jarecki’’ 


Standard 














Jarecki Manufacturing 
Erie, Penna., U.S. 


TAKE NO 
CHANCES 


When you buy Jarecki 
-Vises, Valves, Fittings or 
Pipe Threading Machines 
you are not taking any 
chances—you are not 
guessing. 


Jarecki Products have 
been used by thousands 
since this Company was 
established in 1852 and con- 
stantly increasing number 
of Jarecki Products in use 
is the best evidence of 
results. 


Take no chances! Specify 
Jarecki Products and you 
will always be satisfied with 
their performance. 








Company 
A. 
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PHOENIX BRASS FOUNDRY 
IRVINGTON, N. J. 
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SIMPLIFIED VAPOR HEAT 


Create new business, with this new Vapor 
Heating System. 

It’s so simple that any good heating man 
can do a thoroughly satisfactory job. 


Particulars and trade discounts sent on 
request. 


Hutchison Regulator 
Sales Corporatton 


12 Lispenard Street New York 








PRICE 


AUTOMATIC & 
FLOAT Switce 


avuTomarTic _ & 
FLOAT Switch 






OrSCRARCE 
TO SEWER 


{ 


€No.1..No.2> 


Write for 
Bulletin MU528 


TABER PUMP CO., 290 Elm St., Buffalo, N. Y. 








BLACK E. GA 
RIVETED &€ WELDED 





PENNA. RANGE BOILER CO. 
24th and Washington Ave., PHILADELPHIA 




























HUTCHISON SYSTEM 
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Convention Dates 


September 17, 18, 19 and 20, 1928.—FUELS MEETING.—The 
Second National Fuels Meeting, at Cleveland, Ohio, under the 
auspices of the Cleveland Section of the American Society of 
Mechanical Engineers. 

October 10 and 11, 1928.—E. S. A.—The Fall meeting of the 
Eastern Supply Association, to be held at the Hotel Astor, 
New York City. 

October 15 to 19, 1928.—A. P. H. A.—The fifty-seventh an- 
nual meeting of the American Public Health Association, to 
be held at the Stevens Hotel, Chicago. An exposition will be 
held in connection with the meeting. 


October 24, 25 and 26, 1928.—C. S. A.—The thirty-fourth an- 
nual meeting of the Central Supply Association, to be held 
at the Palmer House, Chicago. 

November 19-24, 1928.—COAL CONGRESS.—The Second In- 
ternational Conference on Bituminous Coal, at the Carnegie 
Institute of Technology, Pittsburgh, Pa. 

January 28, 29, 30 and 31, 1929.—A. S. H. V. E.—The annual 
meeting of the American Society of Heating and Ventilating 
Engineers, at Chicago, IIl. 

May 23, 24 and 25, 1929.—N. A. P. H. S.—The fourth annual 
convention of the National Association of Plumbing and 
Heating Salesmen, to be held at Philadelphia. 


COMING TRADE EVENTS 
August 25, 1928.—The annual outing of the Warren (Ohio) 
Master Plumbers Association, to be held at Saybrook, on 
Lake Erie. 





August 25, 1928.—-The twenty-first annual family outing of 
the Master Plumbers’ Association, Inc., of North Hudson, N. J., 
to be held at Maywood Grove, Fairview, N. J. 


August 28, 1928.—The annual outing of the Denver (Colo.) 
Master Plumbers’ Association, to be held at Eliches Gardens. 

August 30, 1928.—The annual stag outing of the Man- 
hattan branch, Association of Master Plumbers of the City 
of New York, to be held at Colonial Inn on City Island. 

August 30, 1928.—The annual stag picnic of the Allentown 
(Pa.) Master Plumbers’ Association, to be held at the Sons of 
Veterans’ Summer Home, Lehigh Mountain. 

September 8, 1928.—The third annual outing of the Eastern 


Long Island Master Plumbers Association, to be held at Jones’ 
Casino, on Peconic Bay, Southampton. 
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: Top row: J. V. Young, William Durkee, Emile Heymans and Paul 


Ruege. Middle row: Frank J. Klimm, Don O’Hair, Robert 
Allman and William Rowe. Bottom row: Thomas Douglass, 
H. Porter Wilson, Frank Mosher and Walter Mead. Photos 
taken at the recent golf tournament of the California Sanita- 
tion Development League at Crystal Springs course 
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September 7, 8, 9 and 10, 1928.—The annual stag outing of 
the Wheeling Master Plumbers Association, to be held at 
George W. Redeker’s farm, near Fish Creek, W. Va. 

September 10, 1928.—-The September meet of the Heating 
Trades Golf Association of Massachusetts, to be held at the 
North Shore Golf and Tennis Club, Salem. 

September 12, 1928.—The September meet of the Plumbing 
and Heating Trades Golf Association of New Jersey, to be 
held at the Braidburn Country Club, Madison, N. J. 

September 12, 1928.—The annual outing of the Bronx 
branch, Association of Master Plumbers of the City of New 
York, to be held at Colonial Inn, City Island. 

September 13, 1928.—The September meet of the Eastern 
Trade Golf Association, to be held at Essex Falls, N. J. 

September 15, 1928.—The first annual outing of the Rhode 
Island State Association of Master Plumbers, to be held at 
Plumb Island Beach, R. I. 

September 15, 1928.—The annual outing of the Nassau 
County South Shore Association, to be held at Narragansett 
Inn, Lindenhurst, L. I, N. Y. 

September 19, 1928.—The September meet of the Heating and 
Ventilating Golf Association of Philadelphia, to be held at 
the Green Valley Country Club in that city. 

September 21, 1928.—Golf tournament of the Western Trade 
Golf Association, to be held at Glen Oak Country Club, Glen 
Ellyn, Ill. 

September 26, 1928.—The September meet of the Metropoli- 
tan Trade Golf Association, to be held at the Wheatley Hills 
Golf Club, East Williston, L. IL, N. Y. 

September 29, 1928.—The annual outing of the Queensboro 
branch, Association of Master Plumbers of the City of New 
York, to be held at Narragansett Inn, L. I. 

September 29, 1928. 
ter Plumbers’ Association, to be held at Oakland, N. J. 

October 8, 1928.—The October meet of the Heating Trades 
Golf Association of Massachusetts, to be held at the Sandy 
Burr Club, Wayland, Mass. 

October 15, 1928.—October meet of the Delaware Valley 
Trade Golf Association, at the Columbia Country Club, Wash- 
ington, D. C. 

October 17, 1928.—The October meet of the Heating and 
Ventilating Golf Association of Philadelphia, to be held at 
St. David’s Country Club, Wayne, Pa. 

















We haveanat- 
tractive cata- 
log explaining 
the Berbecker 
Traxrod in 
full. Write us 
and we will 
send it toyou. 






Patent Pending. 
Made in U.S. A. 
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Top row: W. W. Richmond, secretary, Ohio Credit Bureau, 
Cleveland; R. C. Turner, Lake Shore Plumbing & Heating 
Supply Co., Cleveland; J. F. Getty. Middle row: A. C. Marshall, 
Lineoln Iron Works, Rutland, Vt.; J. A. Appellhof, EverHot 
Heater Co., Detroit; R. L. Griffin, W. A. Case & Son Mfg. Co., 
Buffalo; W. E. Stevens, Walworth Co., New York City. Bottom 
row: George Cartwright, S. 8S. Fretz, Jr., & Co., Philadelphia; 
R. L. Stewart, Stockham Pipe & Fittings Co., Birmingham, 
Ala.; A. B. Pierce, N. 0. Nelson Mfz. Co., St. Louis, Mo.; W. L. 
Kuhns, Kuhns Bros. Co., Dayton, Ohio. Photos taken at the 
recent convention of the National Pipe & Supplies Association 











The Traxrod is a real sales feature. It is 
new—nothing for a shower curtain rod 
has ever been made like it—it adds 
greatly to the appearance of the bath- 
room. The concealed hooks eliminate 
any wear on the outside surface. Cur- 
tains are easily taken down or put up. 


THE BERBECKER & ROWLAND MFG. CO. 


WATERVILLE 


CONNECTICUT 
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Yours for One Cent! 


eo the Sloan Sizer you 
can figure out the correct 
pipe sizes for the average small building 
where Sloan Royal Flush Valves are to 
be installed, and know, in advance, that 
the whole job will be right. 
ratte ated ital nto dens had 


on a penny post card and mail it to the Sloan Valve 
Company, Chicago, Illinois. 


ROYAL FLUSH VALVES 


SLOAN VALVE COMPANY 


CHICAGO 














Denver, Colo. Greensboro, N.C. Indianapolis, Ind. 
Albany, N. Y. Buffalo, N. Y. Des Moines, lowa Kansas City, Mo. ee ge Minn. Oklahoma City, Okla. Seattle, Wash. 
Atlanta, Ga. Burte, Mont. Detroit, Mich. Los Angeles, Cal. Nashville, Tenn. Philadelphia, Pa. St. Louis, Mo. 
Baltimore, Md. Cincinnati, Ohio Durham, Conn. Memphis, Tenn. Newark, N. J. Pittsburgh, Pa. Syracuse, N. Y 
Birmingham, Ala. Cleveland, Ohio Fort Wayne, Ind. Miami, Fla. New Orleans, La. Richmond, Va. om Fla. 
Boston, Mass. Dallas, Tex. Grand Rapids, Mich. Milwaukee, Wis New York City, N. Y. San Francisco, Cal. Washington, D, C. 
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BUSINESS REPORTS FROM LARGE JOBBING CENTERS 








Price Advance Strengthens Fittings Market 


T VHE week just passed was another good one for the plumbing and heating industry, all three branches, 


manufacturers, wholesalers and contractors finding 


the principal jobbing centers and their surrounding 


mn the market during the week was the announcement 


proximate 5 per cent advance in their prices to wholesalers. 


ittings were included m the advance, but prices ¢ 


rf 


Wholesalers in general report an active turnover 


holdings as well regulated as possible, find that contractors’ 


stocks. 


their distributors. 


chiefly centered around enameled ware, pottery and brass goods. Demand for fittings, too, 
makers’ representatives, turned sharply upward following the announcement of 


taking advantage of the opportunity to specify for their future 


hy producers for delivery at their convenience. 


NEW ENGLAND 


Scope of Business Is Broadened— 


Substantial gains during the week in consumption 
of plumbing and heating materials helped most manufac- 
turers and wholesalers to further strengthen their vol- 
umes which had been of continually weak nature dur- 
ing the opening months of the year. The past month 
has been outstanding as compared with former months 
of this year in that more active distribution and absorp- 
tion of materials by contractors has obtained and also 
because of the fact that there is a comparatively large 
amount of potential business which guarantees an active 
market for some time to come. Construction continued 
to reach higher levels in many sections, the average for 
New England as a whole not being seriously impaired by 
those cities and which 
year. 


towns show declines over last 

There are few wholesalers who take exception to the 
general report of quite active turnovers of most all com- 
modities. While roughing-in goods still form a good part 
of master plumbers’ orders, interest is chiefly centered 
in enameled Manutfac- 


turers, too, have found more stability to their receipts, 


ware, pottery and brass goods. 
for jobbers have been obliged to reorder frequently and, 
in view of rising consumption demand, to fortify them- 
selves with more complete stocks. Instances of inability 
on jobbers’ parts to quickly satisfy their customers’ needs, 
are rare. 

The even price situation which attended the past four 
weeks was disturbed during the week with the announce- 
ment by a number of manufacturers of an approximate 5 
per cent advance in their prices to jobbers on cast iron 
screwed, drainage and malleable fittings. No other price 
changes in either manufacturing or wholesaling mediums 


Roughing-in goods still form a good part of master plumbers’ orders, but 
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were reported. Shipments from sources are being satis 
factorily effected. 
Soil Pipe 
Satisfactory receipts over the past month were reported 
comparatively large 


by most makers, yet due to the 


stocks which had been set up by distributors, tonnages 


were not as extensive as were expected. Roughing-in 
processes have not diminished to any great extent and 
pipe in fairly 


jobbers therefore continue to move soil 


good quantities. No price changes were reported by 
foundries. Wholesalers are practically assured of well 
assorted stocks through makers’ abilities to make ship 
ments when needed. 
Pipe—Brass, Steel and Wrought Lron 

Trading in steel and wrought iron pipe continues at 
a pace which is considered by makers and distributors 
to be quite satisfactory. Activities*in the heating field 
are accounting for larger tonnages of steel pipe in this 
territory, while master plumbers are using substantial 
quantities of wrought iron and brass pipe in newly com- 
menced operations. Mill representatives are optimistic 
conditions and report that their sources 


over present 


are in sufficient production to grant prompt deliveries. 
No price changes were effected by makers 
Fittings 
The most important development in this market dur- 
ing the week was the announcement by a number of 


manufacturers of an approximate 5 per cent advance 


in their quotations to jobbers. Cast iron, screwed, drain- 
age and malleable fittings were included, but prices of 
brass fittings remained unchanged. As was evidenced 
by the comparatively large influx of orders to makers’ 
representatives, jobbers took advantage by specifying for 
their next 60 day requirements. Consumption needs of 
fittings are well Deliveries from 


and wholesalers’ plants are promptly executed, 


sustained. factories 
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Built In Rig ht Way 
Bath and Shower Fixture SG 

No. 324 SA Ws 


Try our Un-I-Crome Plate 




















Dependable — Attractive 


Distributed through jobbers! 
DEMAND 


TRADE MARK REG. IN U. S. PAT. OFFICE 


UNITED-OBERNDORF CORP., CLEVELAND, OHIO 





UNITED 


No. 351 Lavatory 
Fixture. No. 350 
With Metal Spout 
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Enameled Ware 
The good seasonal demand which has accompanied the 
month of July and which has shown unmistakable indica- 
tions of surpassing that experienced in August of last 
year, accounts for active shipments from factories. Job- 
bers, while keeping their holdings as well regulated as 
possible, find that contractor’s withdrawals make size- 


able inroads on their stock. Producers, however, are 
able to make shipments in sufficient time to prevent se- 
rious shortages. Makers’ prices continue firm and un- 
changed. 

Pottery 


Both requests for quotations and actual placements of 
orders for special ware reach potters’ and wholesalers’ 
hands in good proportions. The average jobber is dis- 
posing of staples in larger quantities than was the case 
several months ago, for finishing processes have gained 
considerable prominence. While potteries are very ac- 
tive in production, deliveries to distributors’ ware- 
houses are delayed in some instances. The latter, how- 
ever, through their maintenance of good inventories, feel 


little embarrassment. Potters’ prices have not been 
changed. 
Plumbers Brass Goods 
The continuing comparative strength of price attend- 


ing the brass goods market has encouraged the average 
wholesaler to accumulate larger stocks and to specify 
for September requirements. Withdrawals by contractors 
are reported as of increasing volume as the season de- 
velops. Makers’ representatives are in receipt of satis- 
factory business and report that requests for early ship- 
ments are being attended. No price changes were an- 
nounced by makers during the week. 
Range Boilers 

Makers continue to be in good production on range 
boilers and find that their products, especially in the 
commonly used sizes, are moving from their factories 
quite freely. Wholesalers, from most reports, are suffi- 
ciently supplied for their present needs, but are con- 
stantly calling for renewals. A sizeable demand from the 
plumbing trade has continued throughout the past month. 
No price changes were recorded by manufacturers dur- 
ing the week. 

Boilers and Radiators 

Business, according to the majority of makers, has 
progressed at a quite satisfactory pace during the past 
four weeks. Residential work has accounted for better 
tonnages in small-lot deliveries of boilers and radiators. 
Distributors also note quickened movements from their 
stocks. Local warehouses of makers are amply stocked 
and deliveries to the heating trade are consequently ex- 
peditious. Manufacturers’ price sheets have not been 
changed. 


CENTRAL WEST 


Construction Figure Is High— 


A continuance of the steady movement of plumbing 
and heating materials marked business in this district 
during the week, according to most sellers interviewed. 
That construction is progressing at a good pace is in- 
dicated by the latest report of S. W. Straus & Co., which 
shows that building permits in 580 cities and towns 
made a gain of 8 per cent in July compared with the 
Same month of last year. Chicago continued as the sec- 
ond ranking city in volume of permits with a total of 
$29,013,500 for July, compared with $25,705,550 for 
June and $20,437,950 for July, 1927. 
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It is reported that retail dealers are moving concrete 
materials in heavier volume, the slight spurt in demand 
being attributed to more activity in the starting of founda- 
tions for bungalows and apartment buildings of the 
smaller type, and many close followers of construction are 
of the opinion that there will be a considerable increase 
in small building activity through September and Octo- 
ber. The big projects over the city are also taking the 
aggregates in heavy volume, and in many 
builders were through with foundations. Many manu- 
facturers and wholesalers of plumbing and heating prod- 
ucts believe that this is quite 
fall months hold in and also of the 
which current business is progressing. 


cases the 


what the 
manner in 


indicative of 
store 


An outstanding development of the market 
the past week was the announcement by a 


during 

number of 

fittings manufacturers of an approximate 5 per cent ad- 

vance in their prices to wholesalers. Malleable and cast 

iron screwed and drainage fittings were the ones affected 
by the price advance. 

Soil Pipe 
Producers in district continue to report price 
Published sheets still carry a spread of 2% 


this 
weaknesses. 
points, with occasional reports of special concessions being 
heard. The majority of 
of good stocks, and makers are not in receipt of a large 
volume of new 
grant almost while others are re- 
ported to require more time to get shipments under way. 


wholesalers are in possession 


foundries are able to 


immediate deliveries, 


business. Some 


Pipe—Steel and Wrought Iron 

Representatives in this district that steel pipe 
mills are operating with substantial backlogs and that 
several large jobs pending also tend to brighten the cur- 
rent outlook. Production is being maintained at a good 
pace and immediate shipments are possible when desired. 
The movement of wrought iron pipe was fairly satisfac- 
tory during the past seven days, according to mill repre- 
sentatives, although reports indicate that business has 
not been what might be termed brisk so far this month. 
Wholesalers are not anticipating their needs for any 
period ahead, appearing content to keep their pipe racks 
in working shape. Makers can ship promptly. 
made by 


state 


No price 
changes were producers during the week. 
Fittings 

During the week a number of manufacturers advanced 
prices to 
leable, cast iron screwed, and drainage fittings. Brass or 
flanged fittings were not changed in price, according to re- 
ports. 


wholesalers approximately 5 per cent on mal- 


Manufacturers interviewed state that a good vol- 
ume of business was booked for shipment at their con- 
of the price 
ordinary-sized 


venience, following announcement advance. 


In general, deliveries of 


handled promptly. 


orders are being 


Enameled Ware 
Contractor demand continues to hold at a 
level, according to most wholesalers in this district. 
Manufacturers, too, find business at a good pace as a re 


fairly good 


sult of numerous ordinary-sized orders from jobbers to 
replenish their holdings. The majority of distributors are 
following the policy of buying enameled ware for about 
upon the delivery 
service offered by manufacturers. 


nor wholesalers changed 


one month ahead, depending prompt 
Neither manufacturers 
their prices during the week. 
Pottery 


like 
from 


other finishing materials, is in good 
master plumbers, and wholesalers in the 
Chicago area report a good business in 
The majority of manufacturers find jobbers ordering 
staples in quantities commensurate with their fairly near- 


Pottery, 
demand 
this commodity. 
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at-hand needs, few reports being received of orders being 


booked for requirements of more than 30 days hence. 


Potters are able to ship staples as wanted, the usual time 
being required to assemble special ware. Makers reported 


no change in their prices during the week. 


Plumbers’ Brass Goods 
The week was fairly good for cast and tubular brass 
eoods manufacturers operating in this territory. Some 


reports, however, indicate that demand from wholesalers 


was not quite up to that of the preceding seven-day pe- 
riod, although this could not be termed general. Jobbers 
which 
Con- 


have little complaint to offer as to the manner in 


manufacturers are following shipping instructions. 


tractor demand failed to show much change during the 
week. Manufacturers have not announced any changes 
in their published prices. 
Range Boilers 
The range boiler market failed to reveal any great 


change during the past week over the preceding several 


weeks, where demand from wholesalers upon manufac- 


turers is concerned. Manufacturers’ prices also main- 


tained the same level in the week before, no new sheets 


being issued. Contractors are calling for average sea- 


sonal quantities, which jobbers 1 easily supply. 


Boilers and Raciatcrs 


Some manufacturers interviewod Curing the week state 


that business was not quite on a par with that of a week 


or two azo. Nevertheless, heating contractors are be- 


coming more active as the season progresses and manu- 
facturers shipping departments at factories and local ware- 
delivery good 


their 


service is 
prices during 


busy. As a rule 
change 


houses are 
Manufacturers did not 
the week. 


sheet 


NEW YORK 


Better Business Fall Forecast— 


Metropolitan New 
the volume of 


business in the 
relation to 


Mid-August found 
York territory irregular in 
sales consummated in the plumbing and heating materials’ 
both Those 
reported to be were 
Other 
items demand at 
week preceding that for 

There is, however, 


wholesalers. 
most freely 
fixtures. 


and 
moving 


market by manufacturers 


commodities 


boilers and radiators, brass goods and 


major were in 
with the 


made. 


products classified as 
about an 


which 


even pace 


this survey was con- 
siderable brightness apparent to many of the interests in 
this section when the potential fall market is discussed. The 
rate of construction seems to be the chief contributing 
factor to this feeling which appears to be rather general 
in the trade. 

issued by F. W. Dodge Corp., 
the construction started in New York and 


$137,.685,000 


According to the report 
Northern New 
Jersey amounted to during the month of 
July. This brought the total amount of contract awards for 
this year from January 1 to August 1 up to $1,071,399,006 
which is $60,501,000 in 
mitments contracted for 
1927. Work 
$173,989,300. 


excess of the building com- 


during the same _ period in 
during July amounted to 


The classifications of building construction 


contemplated 


that are most outstanding in making up this amount are 
residential buildings, which involve $105,915,300, educa- 
tional buildings, hospitals, institutions, commercial struc- 
tures, etc., accounting for $32,634,700 of the balance. 
Buying for immediate needs continues to be the general 
rule and prompt shipments from practically all manufac- 


turers are obtainable. 
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Soil Pipe 

Buying during the week, where master plumbers are 
concerned, was somewhat lighter than it has been for 
some time. This lull, which pulled demand down to fair, 
was in a measure reflected to manufacturers in the orders 
placed by wholesalers. The total rate of consumption for 
the year thus far compares favorably with that of a year 
making prompt 
manufac- 


Foundries are 
changed by 


same time. 
Prices have not 


azo at the 
deliveries. been 
turers. 
Pipe—Brass, Steel and Wrought Tron 

Demand for brass pipe is holding up well despite the 
slight falling off in July. The 
rather movement of wrought iron pipe 
that has been prevalent in this market for a number of 


over the good pace set 


slow steel and 
little stimulation during the past seven days 
to lift it above that rate. However, the New York officers 
of mills feel they have a colorful future to which to look 
forward because of the broad building program scheduled. 


weeks got 


While jobbers’ stocks are a little above minimum, a heavy 
wipes them out, but mills are shipping promptly 
so that quick replacements are possible. The quotation 
cards of manufacturers that have been in effect for some 


order 


time are unchanged. 
Fittings 
The full reaction of buyers for wholesale houses toward 
many of the manufacturers of 


the changes made by 


malleable, drainage and standard cast iron screwed 
fittings which advanced prices was not noted between 
the time the new sheets appeared and the writing of 


this report. 
that has 


Consumption continues at the seasonal pace 
obtained for the past Factory 
shipments are obtainable about as they are wanted. 


week or two. 
Enameled Ware 


Although jobbers are not committing themselves for 
their probable future needs to any extent in their order- 
ing, enameled ware report that 
sales, representing immediate requirements, are in good 
volume. Colored ware seems to be in good movement 
and in the case of at least two of the larger producers is 


showing steady improvement. 


some manufacturers of 


Manufacturers are having 
no difficulty in making prompt deliveries on orders calling 
for staple prices. No change in prices has been announced 
by manufacturers. 
Pottery 

Plumbing contractors are requiring pottery in quanti- 
ties substantial enough to give August, a month that is 
proving to be the slowest of the summer season in many 
lines, a rather good position. In fact, one manufacturer 
describes the present movement as being at a very good 
though, feel that there 
room for improvement in this respect. 
deliveries promptly. No change in 


is a great deal of 
Jobbers can obtain 
prices has been ef- 


rate: others, 


fected by manufacturers. 
Plumbers’ Brass Goods 

of the this territory the 
covered by this report was considered a buying one after 
the slight lull that has marked business for some time. 
Others felt that the betterment was slight but pointed 
out that business is running about even with the volume 
of August, 1927. Jobbers for the most part are stocked 
well enough to satisfy their trade without difficulty and 


sy some salesmen in week 


factories move orders out readily. Prices from manufac- 
turers remain unchanged. 
Range Boilers 
With jobbers ordering range boilers at 
equal to the demands made on them by master plumbers, 
producers find little activity as compared with that which 


ago at this time. 


a rate about 


obtained a year Deliveries on this 
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cOmmodity are readily obtainable. The price situation 
between manufacturer and wholesaler is unchanged. 
Boilers and Radiators 

The movements of heating equipment during the week 
were regarded at about the rate that has come to be 
common with this time of year. Heating contractors are 
showing greater buying interest as their activities broaden. 
Distribution is such that few, if any, delays are experi- 
enced with deliveries. Manufacturers have not announced 
changes in prices. 


MIDDLE ATLANTIC 
Buying Is Without a Fixed Trend— 


While business in the Middle Atlantic territory is con- 
ceded to be a little better this week than last, there is 
a lack of any definite rate of buying. The interest that 
is expected at this season of the year, and that normally 


The Stock Market 


Quotations furnished by Frazier Jelke & Co., Chicago 








Par 1928 
Value High Low Quotations of August 20, 1928 * Bid Asked Last 
25 152 130% American Radiator Co., com A 149 150 1491, 
100 150 142 American Radiator Co., pfd \ 148 150 149 
50 74% £«533¢ Anaconda Copper Mining Co \ 67 bs 671, 
NP 50 271 2 Brunswick-Balke-( ‘ollender ( 0 A $4 15 44 
NP 11734 90% A.M. Byers Co., com.... A&F 9515 961, 96 
100 114% 10834 A, M. Byers Co., pfd... A&F 112 1141, 114 
100 140 128 Century Electric Co., com G 128 132 130 
100 106 101 Century Electric Co., pfd... 4, 102 104 104 
50 6 3 Chicage Nipple Mfg. Co., “A” B 9 2 91, 
50 3 2 Chicago Nipple Mfg. Co.,“B” B 1 9 9 
25 47% 45 Crane Company, com. ..C 6 «ene «46 
100 121% 11834 Crane Company, pfd.... C 121 192 19] 
100 94 67 Detroit Brass & Malleable Works. . . D €8 7 “0 
100 110 91 The John Douglas Co., pfd I 95 100 105 
20 «=. 23 17 Eagle-Picher Lead Co.. ; | 71, 9% 12 
NP 50 32!4 Fairbanks, Morse & Co., com 4 42 9 43 2 
100 lllt, 34 Fairbanks, Morse & Co., pfd \ 111 113 119 
NP 134 961, Johns-Manville Corp. B 123 124 1231, 


B&F 155 160 154 
B&F 121 123 122 


Jones & Laughlin, com 
Jones & Laughlin, pfd 


100 160 150 
100 123 120 


10 +28 20 Michigan Copper & Brass Co D 27 29 98 
NP 45 30 Minneapolis-Honeywell Regulator Co B36 37 2 
NP 38% 31! Modine Mfg. Co.... 2a 1 26 
NP 42 32 F. E. Myers & Bro. Co H 35 36 Q514 
100 136 116 National Lead Co., com A 122 123 123 
100 14744 139 National Lead Co., pfd A 143 145 144 
NP 40% 17!2 National Radiator Corp B 19 29 21 
100 108 104 Ohio Brass Co., pfd... H 106 110 108 
NP 100 8834 Ohio Brass Co.,““B’’.. . H S88tg 8915 89 
100 101 100  Pemberthy Injector Co., pfd D 100 02 101 

25 26 3 Pierce, B. & P. Mfg. Corp., com U 10 15 1314 
100 «95 20 Pierce, B. & P. Mfg. Corp., pfd U 45 60) 50 j 
NP 27 18 Richmond Radiator Co., com B18 19 19 
NP 40% 36 Richmond Radiator Co., pfd B 33 36 35 
10053 40 Scovill Mfg. Co ibs B O5l 53 52 

25 42%4 £«®°33'4 Standard San. Mfc. Co., com } $f} 37 24 
100 125 115 Standard San. Mfg. Co., pfd F 125 1251, 
100 55 45 Trenton Potteries Co., com 1" 45 ae 50) 
WO 83695 1) Trenton Potteries Co., pfd.. { 5 105 100 
100 +300 190%, U.S. Cast Iron P. & F. Co., com A 240 242 241 
in) «13 115 U.S. Cast Iron P. & F. Co., pfd A 124 126 125 
NP 46 38 U.S. Radiator Corp., com nD 39 40) 2914 
100 106 100 U.S. Radiator Corp., pfd D 100 102 101 
100 «61% 27 U.S. Rubber Co., com oe 3144 314 
100 «100%, 155 U.S. Rubber Co., pfd { 61 63 62 
100 154 132%_ U.S. Steel Corp., com... \ 14815 149 1483, 
100 174% 138 U.S. Steel Corp., pfd \ 140 145 14? 
NP 19 15 Walworth Company A 16 4u% 16 
NP 10 644 Williams Oil-O-Matiec Htg. Corp Cc | 10 ; 8 
NP 106%< 8316 Youngstown Sheet & Tube Co A 87 RR R714 


*Where listed— 
A—New York Stock Exchange 
B—New York Curb Exchange 
C—Chicago Stock Exchange 
D— Detroit Stock Exchange 
E—Boston Stock Exchange 


F—Pittsburgh Stock Exchange 
G—St. Louis Stock Exchange 
H—Cleveland Stoek Exchange 
I—Cincinnati Stock Exchange 
U—Unlisted Stocks 
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The Metal Market 


July, 1928 May, 1928s 1927 


Aug, 21 
PIG IRON— 





No. 2 foundry, Chicago, 
re sé hc acens ieee $17.50 $17.60 $18.20 $19.66 
PLATES AND SHEETS 
Steel boiler plates, Pitts- 
burgh, per Ib...... 1.85¢c 1.85e 1.85¢ 1.83e 
Blue annealed sheets, No. 
10, Pittsburgh, per Ib. 1.90c 2.00¢ 2.00¢c 2.20¢ 
Black sheets, No. 24, 
Pittsburgh, per Ib.. 2.60¢c 2.65¢e 2.75¢ 2.9l1c 
TIN— 
a. i rr 48 loc 
LEAD— 
GE | wic'e a ¢ ew lpible ew 4 6.10¢ 
The Old Metal Market 
Dealers’ Buying Prices 
Per lb. Per lb 
Aluminum clippings....18 ec Copper, light ....... .. 9'¥ee 
i Ee 44lec Copper, uncrucibled 
DP, TEE 6.60 eee ere 614 « 4. ae ere soso he 
Brass, heavy mixed... 7%e Faucets and valves.... 9 ec 
MEE “occ aan eda s 4 10 ce Lead, heavy ..... 5.50¢ 
Copper, crucible ...... 12 Cc Solder joimt@ .....cccc. 9 Cc 


NOTE: Prices are those quoted on Tuesday of this week. 





should exist if the plumbing and heating materials’ 


reported 
Demand 


market conformed in its proportion with the 
pace of building construction, does not prevail. 
from plumbing and heating contractors gives business the 


irregular aspect numerous representatives of manufactur- 


ing concerns note when calling on the jobbing trade in 
many of the areas in the Middle Atlantic states. This 
reflection of contractors’ purchases is holding business 


at a fair seasonal point that in the instance of most com- 


modities does not involve the volumes of a year ago at 


this time. 


Any selling expansion has been moderate from point 
to point, especially during the past few weeks, and has 
not been broad enough to encompass all of the major 


The requirements of wholesalers in general 
comMm- 


commodities. 


during the weekly period this report covers were 


paratively light except in the cases of finishing brass 
goods, fixtures and heating materials. None of these 
requisites gave a better tonnage account of itself than 


obtained last August. 


Production seems to ber well geared with demand, so 


that manufacturers in most all instances are capable of 
rendering satisfactory delivery service. Wholesalers as 
a usual thing are equipped with stocks comprehensive 


respond promptly 


The 


position to 
their trade. 


them in a 
from 


enough to put 

to delivery requests 
not, however, in any sense heavy. 
Soil Pipe 

Trading in soil pipe is by no means unduly active and 


stocks are 


buying is quite scattered; this is in reference to trans- 


actions between manufacturers and jobbers. Some of the 
permitted old placements to be 


their 


latter in instances have 
cancelled out by 
such shape that 
be turned over quickly enough. 


fair 


makers because stocks were in 


receipt of further shipments could not 
Master plumbers are at 
pipe. 
made 


this time requiring only quantities of 


Foundries can ship promptly. 
no change in prices to the jobbing trade. 


Manufacturers have 


Pipe—Brass, Steel and Wrought lron 
Demand for brass pipe took on an upward trend during 


the week. Master plumbers did quite a little purchasing, 


giving this commodity a better position than it enjoyed 


last August. Steel and wrought iron pipe mills gave even 
a less inspiring report this than There are 


week last. 


jobbers in this territory whose businesses are considered 
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large and who are buying in less than carload lots—a 
rather unusual procedure. Manufacturers are making 
deliveries promptly. Prices from maker to jobber remain 
undisturbed. 
Fittings 

The fittings’ market was given a stronger price position 
during the week with the announcement by a number 
of manufacturers of an approximate 5 per cent advance 
in their prices to jobbers on malleable, standard cast iron 
screwed and drainage fittings. Contractors are in most 
instances buying fittings about as their requirements arise. 
Jobbers and manufacturers alike are making deliveries 
that are in practically every sense prompt. 

Knameled Ware 
Trading in enameled ware held its own during the seven 


day period this report covers. Master plumbers are in- 
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stalling seasonally substantial quantities, giving jobbers 
filling their needs rather good turnovers and they in turn 
are reflecting this activity to manufacturers. Practically 
all of this business is for immediate delivery except in 
cases where fixtures are intended for buildings that are 
not yet ready. No price changes have been announced to 
the wholesale trade by manufacturers. Producers remain 
in a position to make satisfactory shipments. 


Pottery 
Inquiries and requests for quotations are rather preva- 
lent, many of which are resulting in the actual placing of 
orders. Some of the potters contend their shipments into 
this territory are equal to those of a year ago at this time 
and they are almost unanimous in the feeling that the 
near future holds even better business. Production is 


(Continued on Page 85) 


June Building Permits 1n 205 Cities 


Total building permits granted in 205 cities during the 
month of June amounted to $309,407,100, according to 
the reports of 205 building departments to the F. W. 
Dodge Corporation. The above figure was 3 per cent less 
than the total for May, 1928, and 3 per cent greater than 
that for June, 1927. When compared with their June 1927 
records 94 cities showed gains, while 111 cities showed 
losses. 

Permits granted in these cities during the first half of 
this year amounted to $1,754,307,100 as compared with 
$1,755,583,300 for the corresponding period of last year, 
a decrease of less than one-tenth of one per cent. 

The June “honor roll” cities (those reporting more than 
a million dollars in total permits and an increase of 20 
per cent or more over June, 1927) numbered twenty-two. 
These “honor roll’’ cities were: Phoenix, Oakland, (Cal.), 
San Diego, Denver, District of Columbia, Lexington, (Ky.), 
Louisville, Cambridge, Springfield, (Mass.), Grand Rapids, 
Pontiac, Albany, Buffalo, New York City, Cleveland, 
Columbus, Oklahoma City, Pittsburgh, Memphis, Houston, 
San Antonio and Seattle. 

June, 1927 
No. of 
Permits Valuation 


June, 1928 
No. of 
Permits Valuation 
Alabama— 


Birmingham ........ 584 $1,693,200 a7T5 $1,682,100 
Arizona— 
Phnoenixk ..... 1.685.800 125 233.700 
Arkansas— 
y el: 119 389,700 205 116,700 
Little Rock ... ee 160 $49,500 222 262,300 
California— 
EE 57 165.800 72 99,600 
I Sa a ats al 179 854,600 201 568,100 
EE bib icd © 4.0 # weme ee 229,200 26 $0,000 
Pe Siieeces nia 83 56,900 70 216,100 
Glendale ...... 136 495,100 138 $88,500 
Long Beach ... walla 486 1,249,500 355 1,420,000 
Los Angeles ........ 2,834 9,190,400 3,100 9,355,200 
of ee - 177 4,209,800 748 2,141,790 
Pasadena ..... a 18] 391,600 238 918,500 
Sacramento ........ 124 270,200 160 383,100 
San Diego ..... 191 1,396,900 527 $93,300 
San Francisco ...... 6X8 2,310,100 S38 3,926,400 
MOM SOOO wccecves 70 153,200 91 179,500 
Santa Ana : ike ws i4 83.500 27 71,400 
Stockton ....... 54 128,200 99 241,200 
Colorado— 
Colorado Springs... i2 169,700 63 26,200 
ha 6 Gd me ie 2,311,800 948 1,043,300 
Pu “<aneéees. 153 120,300 156 193.500 
Connecticut— 
Bridgeport ...... ;' 112 212,200 149 540,900 
New Haven ....... 173 698.900 205 1.132.900 
Delaware— 
Wilmington -< 113 429,100 105 596,500 


June, 1927 
No. of 


Permits Valuation 


June, 1928 
No, of 
Permits Valuation 
District of Columbia— 


We GMEMMEOR 6c ct eecs 531 3,736,100 492 2,898,900 
Florida— 
Jacksonville ....... 296 663,600 405 1,082,800 
SARMOCIGME onc sice oh 1] 9,600 26 30,800 
IY sk SSG R ES ng ok 198 232,400 268 288,800 
Pensacola ........ 47 28,900 55 118,600 
Georgia— 
ee eee 318 1,124,300 357 946,400 
CO EE es ae 163 291,000 158 274,700 
ee ee res be at ; 311 179,800 186 211,800 
3): ee 53 393,800 50 207,400 
Idaho— 
| ES a nee 70 $2,000 72 59,600 
Illinois— 
NL Toae'he: im: © an de a ok 98 153,600 132 437,700 
SE” 56 4 Such: siohe sew 64 919 25,705,600 1,133 27,939,900 
CO ee eee 118 420,400 197 510,800 
ee! eee ee 89 185,800 41 363,700 
ae ee ee 100 718,300 170 1,816,300 
ae eee 42 323,500 57 161,100 
Ds bn «nha ews wale 147 327,000 164 348,600 
NS re 147 573,800 243 684,400 
Sorimgfield .......... 124 292,600 127 250,400 
Indiana— 
EE eed aces oe % ae 90 120,200 73 366,900 
PD 6% dod see 630 403,100 313 230,400 
4g ah 4g | eee 152 333,700 196 716,600 
CO A ee ee 183 1,007,300 313 2,027,800 
lidianapolis ........ 983 2,321,900 1,456 4,078,600 
fs cre 390 360,100 358 $00,600 
Terre Ramute ........- 194 67,100 209 507,300 
lowa— 
Cedar Rapids ....... 13: 137,300 128 106,200 
SWE | oc kw e ces 35 273,200 109 89,200 
Des Moines ......... 119 737,500 104 316,800 
Ea ae 82 90,500 99 99,800 
ee Rs ow owed 41 100,100 81 114,400 
Sioux City herd eat 65 109,700 84 206,300 
I ra a 152 843,500 110 203,700 
Kansas— 
<  * S | . ae 107 150,500 124 323,000 
Topeka | SES Ae Ny Ce 105 258,800 124 134,900 
Ee a 214 T88,900 190 401,600 
Kentucky— 
SO ee 65 103,900 §2 179,100 
a ae 269 1,814,300 289 1,062,200 
Louisiana— 
New Orleans ieee: ee 816,500 201 988,600 
MOV OMOTE «ccc ices 317 385,500 160 219,100 
Maine— 
> 3: Seer 7 270 158,300 263 333,000 
Maryland— 
Baltimore 1,711 3,224,900 2,063 4,258,400 
be ee 29 46,700 25 74,200 
Massachusetts— 
CGE Bearcats cdives 54 71,700 41 59,200 








August 25, 1928 DOMESTIC ENGINEERING 83 



















of your Customers 4. 
~1s Ut insured ? 


Your customers’ good will is the most 
important asset you have. Why endanger 
it by offering them inferior septic tanks—tanks 

of poor quality and poorer performance? San-Equip, on the other 
hand is built to give service. There’s no compromise with quality. 
That's why San-Equip Septic Tanks will help you to retain the 
good will of your customers. In terms of service, dependability, long 





life, and satisfaction, it pays to handle 





\arFquip Septic Tanks 


| Built of rust-proofed copperoid iron to 
withstand wear and corrosion. Perfectly 
designed according to U. S. Public Health 
Service Specifications. The choice of leading 
health authorities everywhere. Sturdily 
constructed to outlast the building itself. 
Write TODAY for free plan sheets, sales 


booklets and complete information. 














Chemical Toilet Corporation 





928 E. Brighton Avenue 
SYRACUSE, N. Y. 


Makers also of San- Equip 
Self-Drain Waterless Toilets 
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Markets | 


(Continued from Page 82) 


such that generally shipments are satisfactory. Makers’ | 
quotations to the wholesale trade have not changed in the | 
form of new price sheets. 
Plumbers’ Brass Goods 

The general feeling among factory representatives 
where the disposal of brass goods is involved is one of 
satisfaction; this applies to both cast and tubular items 
about equally. Most ordering, according to reports, is 
for immediate shipment and, while each individual order 
does not carry large quantities, they are numerous enough 
to total well. 

Range Boilers 

Manufacturers of range boilers received but a fair 
amount of business during the week. This was in line 
with the rate at which plumbing contractors purchased. 
Most wholesalers are buying boilers about as they need 
them and practically no attention is being paid to future 
requirements. 

Boilers and Radiators 

Demand for boilers and radiators in the Middle Atlantic 
area is expanding. The increase, though, from week to 
week is in some cases meager. Nevertheless any change 
in the fairly good seasonal rate of buying on the part of 
the jobbing interests is upward. Heating contractors of 
the so-called middle class seem quite busy but those rated 
as the larger operators have ample room for business in- 
crease, 


PACIFIC COAST 


Demand Is Sustained— 


The past week did not bring forth any great change in 
general business conditions on the Coast and business 
generally is fairly active with the demand for material 
better in some sections than in others. 


Soil Pipe 
Most purchases of this commodity continue to be for 
current needs only which are not heavy, and little if any 
forward buying is being done. Distributors generally 
have well balanced stocks and prompt delivery can be 
made on practically all inquiries. 
Pipe—Steel and Wrought Iron 
A moderate volume of these commodities continue*to 
be used on the Coast, demand varying little from week 
to week. Stocks in wholesalers’ hands in most instances 
are of substantial size and prompt delivery is being made 
on all orders received. 
Fittings 
Most Coast distributors advanced their out of stock 
prices on cast iron, screwed, drainage and malleable fit- 
tings in line with the approximate 5 per cent advance 
announced by a number of manufacturers during the 
week. 
Enameled Ware 
A steady demand continues for this commodity, which 
gives little indication of any change in the near future. 
Distributors generally have well assorted stocks and coast 
factories can also make prompt shipment of ware. 
Pottery 
Pottery continues to be in moderate demand, with most 
of the trade purchasing only where required for immediate 
installation. Stocks in distributor’s hands are well bal- 
anced and prompt delivery is being made on all orders 
received. 





Beware of Imitations  _ 


LOOK FOR THE YELLOW LABEL 
AND MIDLAND NAME ON 
EVERY FLASHING AND FERRULE 











The Midland Roof easy installation fea- 
Flashing is the orig- tures of the Midland 


inal one piece flash- Flashing that you 
ing, made from 100% = in yin, 
virgin soft lead. 


The Midland calking Order them from 


ring is one of the _ your jobber. 


MIDLAND METAL MFG. COMPANY 
Kansas City, Mo. *Newark, N. J. 
*Newark plant manufactures roof flashing only 











The illustra- 
tion shows 
you just a 
few of the 
points that 
distinguish 
the Star Dee 
‘Water 
Heater. 





Look them 
over each 
one is a big 
sales item. 
| The Star Dee 
| combines all 
those in- 




















Boller of , 
extra Snap | expensive 
heavy aciing | operating 
weight thermostat | features and 
copper | : 
bearing bbe fet y 
steel | devices that 


Instan- | are found on 
taneous | more costly 
poansanan heaters at a 
made of | price that is 
Dunite well within 
metal the reach of 
all homes. 





Strongest mon Write us for 
—— acne tic | full details of 
seams safety | the Star Dee 
shut-off Water 
| Heater fran- 

FINISHED IN GENUINE DUCO | chise. 


Star Dee Water Heater Corp. 
2013 Twelfth St. *« * «* Detroit, Mich. 








Representatives in all of the larger cities 
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24-Apartment Building, 1450 Greenwich 
St., San Francisco, Calif. 
Henry C. Smith, Architect, Jos. Pasqualetti, 
owner and builder; Anderson & Rowe, 


Plumbers, Geo. H. Tay Co., Jobbers. 
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In Old San Francisco, with its hilly topography, an apartment house can crown one of 
the peaks and offer unusual vistas to its tenants. This finely designed small apartment building 
however has other things to offer too. Appointments, refinements, conveniences to promote 
comfort and living conditions. T/N One-Piece Closets, for instance, in every bathroom in 
this structure, giving an extra selling value to the property! Isn’t there a business-getting 
idea here for you? 


W. A. CASE & SON MEG. CO., 220 Delaware Ave., Buffalo, N. Y. 
POTTERIES, ROBINSON, ILL. 





aa TLL, oe: _, A pate . rout 2% ct oa | a 

eet tegets Bene —_ “y oe wo, ? oes Foie oes fs rr Se mee sgt“ 
a RE Nea get eons ae Bag noses 3. 
_- aah, 4 ott Leconte kaos koe, sm Bet, ee he aes A Nat aaa o> 
Petar y 2 narenns 
‘o-. »* 














ony 


Mention Domestic ENGINEERING when writing advertisers. 




















THE TRADE 
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NEWS FOR PLUMBING AND HEATING CONTRACTORS 








RESIGNS AFTER 37 YEARS OF SERVICE 
Charles H. Frederick has 
tendered his resignation, to 
take effect September 1, 1928, 
as financial secretary of the 
Association of Master Plumb- 
ers of the State of Maryland, 
after having held that office 
for thirty-seven continuous 
years. Mr. Frederick is one 
of Baltimore’s oldest members 
of the association, which he 
joined in 1891 when there 
were only forty-three mem- 
bers; and he has lived to see 
it grow to over three hundred. 
The second year of his mem- 
bership found him elected as 
financial secretary, and every 
year thereafter he was re- > 
elected to the same position by acclamation. At-the an- 
nual outing on August 23d he was to be presented with 
some token of the association’s appreciation of his labors 
and his interest in the members. 

He served his apprenticeship in Baltimore from 1882 
to 1887, when he became a master plumber at the age of 
twenty-six, being then the youngest man holding such 
a position in the city. He has attended every national 
convention within the past thirty-eight years, and was 
appointed to serve on several national committees. 

Mr. Frederick has also retired from the business which 
was passed on to him by his father, and which he now 
in turn gives to his son. He is very proud of the fact that 
he has passed on to his son some of his very first cus- 
tomers. His formula for success is to ‘‘treat your cus- 
tomers fair, stick to your job, and do your work right, 
no matter how much you may lose by an oversight or a 
poor bid.”’ | 

Mr. Frederick still intends to take an interest in asso- 
ciation affairs and expects to be able to attend many more 
national conventions. 





Charles H. Frederick 
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ORGANIZE HEATING ASSOCIATION IN OAKLAND 

A local chapter of the Heating ‘and Piping Contractors 
National Association has been organized in Oakland, Calif. 
Following a series of preliminary organization meetings, 
the following officers have been elected: James Cummings, 
president; Carl T. Doell, treasurer, and George Schuster of 
Berkeley, secretary. Although the headquarters have not 
as yet been definitely announced, the members of the new 
chapter have selected as their manager Gerald Hill, for- 
merly associated with Hunter & Hudson, prominent con- 
sulting engineers of San Francisco. 

The Oakland association has been operating under ac- 
cepted standards since August 1. On and after September 
1, when Mr. Hill assumes office, the new organization will 
be prepared to function as a going body, with inspection 
and certification on all installations. They will meet 
every Tuesday evening at the Athens Club, 
Thirteenth and Clay streets. 


corner of 





ORGANIZE NEW LOCAL IN WESTERLY. 


Master plumbers of Westerly, R. I., have recently or- 
ganized a local association with about 18 members, being 
nearly 100 per cent membership. This organization was 
made possible by the assistance of John Drysdale and 
Joseph Williams of Providence. Robert Drysdale is the 
new president and Charles Davies the new vice president. 





ORANGES MASTERS WIN BALL GAME 


Under the capable guidance of the committee, 
was composed of Charles Kunz, chairman; Fred Hoffman, 
Alfred Brody, Ludlow Clark and A. F. Berg, with George 
Brenner, president, acting as ex-officio member, the Mas- 
ter Plumbers Association of the Oranges traveled to Lake 
Hopatcong, N. J., for its annual outing, on Thursday, 
August 16. 

Because of the great number of diversions available at 
this resort, the committee decided that the ball game 
would be the only authorized sports event. This 
played immediately after lunch had been served, and was 
a hotly contested and with the contractors 
emerging the winners by The lineup 


which 


was 


close affair, 


score of 7 to 6. 





Photo of those in attendance at outing of Oranges association 
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Standing, left to right: Fred 

Hoffman, Charles Kunz, chairmen, Fred Berg. Seated: U. P. 

Christofferson, secretary; George Brenner, president. Middle 

picture: Mr. and Mrs. L. H. Williams, George L. Bird, former 

Bottom picture: The victorious baseball team 
of masters 


Top picture: The committee. 


state secretary. 


and batting orders for the game were as follows: 
Masters Salesmen 
G. Buggeln, c. Weisenhorn, c. 
F. Kunz, lf. Obrecht, If. 
Hoffman, 1b. Watson, 1b. 
McChesney, Pp. White, p. 


Krekel, 2b. 
McFall, ss. 
Smith, 3b. 
Hay, rf. 


C. Kunz, 2b. 

Harrington, ss. 

Geggenheimer, 3b. 

Berg, rf. 

R. Buggeln, cf. Walker, cf. 

Immediately after the game, most members of both 

teams, and a great number of other guests, donned bath- 
ing suits and swam in the waters of Lake Hopatcong. This 
was followed by a shore dinner, served to the assemblage 
in the large dining hall. A general feeling of good fel- 
lowship permeated the entire function and it was declared 
a decided success from every angle. 





TO HOLD ANNUAL OUTINGS 
The Allentown, Pa., Master Plumbers’ Association will 
hold its annual stag picnic on Thursday, August 30, ac- 
cording to a recent announcement. The outing will be 
held at the Sons of Veterans’ Summer Home on Lehigh 
Mountain, and the announcement reads that it will take 
place regardless of weather conditions. Charles H. Kra- 

mer is receiving reservations for the affair. 
The third annual outing of the Eastern Long Island 
Master Plumbers Association will be held Saturday after- 
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noon, September 8, at Jones’ Casino on Peconic Bay, 
Southampton. Bathing, boating, dancing, games for both 
ladies and men, and a shore dinner constitute the attrac- 
tions of the outing. The committee in charge of the affair 
is composed of Carl Martin of Southampton, Charles Lloyd 
of East Hampton and W. R. Lucas of Riverhead. 

The annual outing of the Bronx branch, Association of 
Master Plumbers of the City of New York, will be held at 
Colonial Inn, City Island, on.September 12, with break- 
fast, a shore dinner, and games the features. The com- 
mittee is made up of F. Schmalstich, chairman, S. George 
Arnone, secretary-treasurer, W. F. Ebner, A. Beyrodt, L. 
Guerr, C. W. Kirchhof and T. W. Mullins, and is at pres- 
ent working on plans for the affair. 





HOLE IN ONE FEATURES RICHMOND GOLF MEET 

A hole in one by Mann C. Eichel on the 148-yard fourth 
of the Laurel Golf Club course featured the Richmond 
(Va.) Master Plumbers and Heating Association golf 
tournament held August 6, in which the supply men 
defeated the contractors after a hotly-contested team 
match, 14 to 13. 

Rut Coffey and Roy Guild won three points for the 
contractors over J. H. Verell and Charles Putze in the 
first match, but C. E. Wilkinson and B. M. Jones reversed 
the order over Francis Leath and Otis Ely in the second 
match of the flight. Rut Coffey and Francis Leath were 

















Top picture: Mann C. Eichel, who made a hole-in-one; Miss 
Margaret Black, E. W. Rudd, W. L. Dowden. Second picture: 
B. Y. Kinzey, association manager; Luther W. Brown, man- 
ager, Tomlinson Co.; C. E. Wilkinson, Jr., manager, Kohler 
Co.; W. B. Tomlinson. Third picture: A. G. Blake, Standard 
sanitary Mfg. Co.; R. E. Saul, Hajoca Corp.; E. G. Harris, pres- 
ident, Richmond association; J. Stuart Graham, former presi- 
dent, Richmond association. Bottom picture: Group of players 
at the Richmond golf tournament 
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tied for low net in this flight and both received clubs as 


prizes. 

In the first match of the second flight Luther Brown 
and A. K. Martin won three points from J. A. McNickle and 
E. W. Rudd for the supply men. In the second match of 
the flight W. B. Tomlinson and Mann C. Eichel added 
another three points by defeating Miss Margaret Black 
and W. L. Dowden. Miss Black and Mr. Dowden were 
tied for low net for the tournament with a 72 each. Miss 
Black received a new caddy bag and Mr. Dowden a pair 
of golf shoes. 

In the third fiight W. P. Barrett and Roy Nickerson 
added two more points for the supply men by defeating 
Worth Childress and James Howle, while F. C. Woody 
and T. E. Beckner won three points for the contractors 
from G. E. Marks and L. H. Miller, Jr. W. L. Childress 
was low net and F. C. Woody was second low net in this 
flight. 

In the fourth flight J. S. Graham and E. G. Harris, 
president of the association, won three points for the con- 
tractors by defeating R. E. Saul and A. G. Blake, while 
B. Y. Kinzey, state executive secretary, and W. Leath won 
two more points from H. M. Cowardin and Roy Eichel. 
B. Y. Kinzey was low net and E. G. Harris second low net 
in this flight. 

In the last flight Douglas Woodfin and W. J. Harris won 
two points for the contractors from Arthur and Guy Leath, 
while W. E. Austin and A. E. Hinton won three points for 
the supply men from Charles Rose and Harry Longworth. 
Low net in this flight was awarded to Arthur Leath, while 
Harry Longworth, won a half dozen balls for taking 145 
strokes to negotiate the course as a booby prize. Mr. 
Woodfin, of this flight, was awarded a dozen golf balls for 
taking but 28 puts on the eighteen holes. 

Following the tournament the committee, composed of 
Luther Brown, B. Y. Kinzey and C. E. Wilkinson, an- 
nounced that such an event would probably be held once 
a month. 





NEW CASTLE MASTERS AND JOURNEYMEN 
ANNUAL JOINT OUTING 

The seventh annual joint outing of New Castle, Pa., 
master and journeyman plumbers was held on Tuesday, 
August 14, at Etna Springs Park, three miles from Slip- 
pery Rock, Pa., being attended by well over 250 master 
and journeyman plumbers, their wives and families, and 
representatives of various manufacturers and supply 
houses. Many of those attending the outing met at the 
Pennsylvania Station at 9:30, and drove out ina bedy to 
the park. 

As in the past, the weather man produced a beautiful, 
sunny day, and the wonderful facilities of the park were 
enjoyed to their fullest extent. Many played tennis, while 
others tried their skill at horseshoe pitching. The chil- 
dren took turns at riding the ponies, while many of the 
grown ups rode the saddle horses. Others played volley 
ball, and the swings were continually occupied by the 
youngsters. Cold pop, lemonade and ice cream cones 
were served all day, and there were plenty of balloons for 
all the youngsters, although William Koonce’s bull dog 
tried his best to break all he could. 

The chief attraction of the day was the baseball game 
between the masters and journeymen. It was a nip-and- 
tuck affair, with the masters finishing on the short end of 
a 6 to 5 seore. Ira Alford captained the masters, while 
Paul Griffiths led the journeymen, who were rewarded 
with a box of cigars. The journeymen also won the tug- 
of-war, and received another box of cigars. Almost every- 
body present enjoyed the bathing facilities. 
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Most of the | 


youngsters spent the entire afternoon in the pool, while | 
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PNEUMATIC—STORAGE— SPECIAL 
Black or Galvanized 


The Novelty Steam Boiler Works Company 


Clare and Kloman Streets Baltimore, Maryland 






PLUMBERS QUALI BRASS GOODS 


A COMPLETE line. Lavatory and Sink 
Traps, Connected Waste and Over- 
flows, Supply Pipes, Tank Trimmings, | 
Vent Tees and Crosses, Slip Joint Nuts, 
Chain Stays, P. O. Plugs, Sink Plugs, Sink 
and Urinal Funnels, etc., NickelandChro- | 
mium Pilate. Packed in the well known 
orange colored box with a blue band. 































FROST COMPANY | 
KENOSHA, WIS. | 


| YOUR JOBBER STOCKS FROST PRODUCTS 





Soon after you start using the 
‘‘WILLIAMS Portable’’ you will be 
writing us a letter much like this one. 
A wellknown Chicago plumber writes: 


Our ‘WILLIAMS’, bought a 
year and half agois still giving 
us better service than any 
other threading machine we 
have used— one of the best 
investments we ever made.” 
Yes, we can send you many more 
reports like this one. Drop usa line 
for our new Booklet “‘THE STORY 
OF EXTRA PROFITS.” 


Williams Tool Corporation 
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CW/LLIE WILLIAMS) 
PIPE, NIPPLE AND BOLT THREADER 





Stop pipe thread leaks 
with SmooTH-ON No. 1 in a 


SMOOTH-ON CLAMP 


Sizes for 1-in. to 12-in. pipe. 













UICK, easy, cheap 

Holds for the life of 
the line—any pressure, any 
temperature, iron, brass, or 
copper pipe. Get Smooth-On Clamps and Smooth-On 
No. | from nearest supply house or from us. 


Write for the free Smooth-On Handbook. 


SMOOTH-ON MFG. CO. 
Dept. 12, 574 Communipaw Ave., Jersey City, N. J. 
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Meet your real 
competitors on 
their own ground 


*By your real competitors we mean 
all those retailers who address sales 
messages to your customers—the 
retailers who sell radios, automo- 
biles, furniture, and hundreds of 
other things. 


They select the newspapers because 
they have found that newspaper 
advertising is effective. 


Meet them on their own ground 
with the message of the products 
and the service you offer—give the 
prospect an opportunity to balance 
the benefits of your service with 
those others. 


Advertising Made 
Easy For You 


Our Advertising Editorial Serv- 
ice makes advertising easy for 
you. We send you a cut each 
week for the illustration — you 
clip the copy from your issue of 
DomEsTic ENGINEERING, and 
hand it, with the cut, to your 
newspaper. Easy, isn’t it? 
Send in your order today 
for three months’ service 
only $4.20. 


Domestic ENGINEERING, 
1900 Prairie Avenue, Chicago 


Send me the Retail Advertising Service for 12 weeks. 
Check for $4.20 enclosed. 


I a Da a i a AE a a 


Address.................. 
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other more experienced swimmers went into the river 
near by. 

Other sport events of the day were as follows, the win- 
ners receiving cash prizes unless otherwise indicated: 
W. L. Broadhead won the horseshoe pitching contest and 
received a box of cigars. The 50-yard dash for boys aged 
8 to 12 was won by Paul Miller, and Don Kay was second. 
Helen Straub won the 50-yard dash for girls aged 8 to 12, 
while Betty Jane Straub was second in this event. In the 
50-yard dash for boys and girls under 16, Edward Owens 
was the winner, with Charles Reigleman second. The 
three-legged race for boys aged 12 to 16 was won by Paul 
Miller and Edward Owens. Miles Kennedy and Josh Long 
were second. Robert Gormly of the Wolverine Brass 
Works and Ray Partenfelder won the three-legged race 
for men and received a box of cigars. Ruth Connor won 














Top row: Fred H. Kay, David Jenkins, Thomas Boss, Malone 








Plumbing Supply Co.; Miss Jane. Middle row: W. N. Ross, 
H. H. Krey, both of Standard Sanitary Mfg. Co. of Pittsburgh. 
Bottom row: Bob Snyder, E. L. Snyder, manager, Walworth 
Ohio Co., Youngstown branch; Mary Lou Snyder, Mrs. E. L. 
Snyder. Photos taken at outing of New Castle association 


the egg race for girls aged 12 to 16. Mildred Owens was 
second. 

The potato race for the children was won by Charles 
Reigleman, while William Houston received second 
prize. Harry Alford proved to be the fastest man on the 
grounds by winning the 100-yard dash for men, and was 
rewarded with a carton of cigarettes. Ruth Withers won 
the fifty-yard dash for women. Second prize went to Mrs. 


Ray Connors. The peanut race, a free-for-all event, was 
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won by Harry Alford, with Ira Alford second. Mrs. Lil- 
lian Andrews won the special feature race for women only. 
The balloon race for women was won by Mrs. W. D. Smith 
and Margaret Drake was second. Mrs. Walter Withers 
and C. F. Morrow won the stogie race for men and women. 
Mrs. Lillian Andrews and George Andrews were second. 
Mrs. Lillian Andrews also won the needle, thread and 




















Top row: Charles Pyle of R. T. Withers Sons Co., Miss 
Martha Bigley, chairman, of E. E. Bigley Co.; William Koonce 
of William M. Clark Co. Middle row: J. H. Wasson, Walworth 
Ohio Co.; Robert Whitla, C. F. Morrow, National Radiator 
Corp.; C. R. Johnston, Stambaugh-Thompson Co. Bottom row: 
Paul B. Griffiths of Fred Kay Co., captain of journeymen’s 
ball team; Ira K. Alford, captain of masters’ team; E. E. 
Bigley, Alex. Robertson, New Castle’s oldest plumbers 


button contest. Second prize went to Margaret Drake. 

Two meals were served on the picnic grounds, luncheon 
and supper. With the many choice and dainty foods to be 
had, everyone ate to their hearts’ content. In the evening 
dancing was enjoyed until midnight and many of the old- 
timers present didn’t miss one square dance, of which 
there were several. 

Too much credit cannot be given Miss Martha Bigley, 
chairlady of the master’s committee, whose untiring ef- 
forts helped to make the affair a huge success. Miss Big- 
ley has been a member of the outing committee for a 
number of years. Others who are to be commended for 
their fine work in assisting Miss Bigley are as follows: 
Masters committee: William Koonce of Wm. M. Clark Cos 
Charles Pyle of R. T. Withers Sons Co. Journeymen’s 
committee: T. W. Henry of the Stevenson Plumbing Co., 
Wade Broadhead of R. T. Withers Sons Co., Frank Blum- 
quist of R. T. Withers Sons Co., and Joseph Miller of 
Wm. Shaddick Co. 





MONTCLAIR ASSOCIATION HOLDS ANNUAL 
OUTING 
An intensely exciting ball game started the annual 
outing of the Master Plumbers Association of Montclair, 
Bloomfield, Verona and Vicinity, at Idlewild Park, Lit- 
tle Falls, on Wednesday, August 15. With the material 
men, one run ahead in the first half of the last inning, 


the masters tallied two runs in their half, winning by a | 


lone tally. 

Affairs were ably directed by Charles Samuel, state 
secretary, Henry J. Williamson, president of the local as- 
sociation, Louis Alt, David VanZandt and Jerre Blodgett 
who composed the committee. Dinner was served in 
the open, and afterward the athletic events were started. 

The broom polo contest, for women, was won by the 
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The use of the Alamo Dor- 
ward Rotary Power Head 
will prove to you how won- 
derfully simple and strong 
this head has been made. 
It combines every operating 
economy and necessity that 
have so long been sought for 
in devices for operating 
deep well and all other types 
of reciprocating plunger 
pumps. 


Ask us for prices and full information on 
the Alamo Dorward line. 























The new S & K Five One Five Swing 
Spout Kitchen Sink Faucet is a decided 
advance in making the kitchen sink neater 
in appearance and more efficient. 


Lever handles do not interfere with soap 
dish. The Five One Five can be had with 
or without the soap dish. 


Your customers will want this low priced 
faucet for their new buildings and old 
ones. 


Write us for full information 
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Street & Kent Mfg. Co. cistern ave. Chicago 
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DUR-A-BALS 


Are Guaranteed for 


3 YEARS 





Dur-A-Bals—the new tank ball, built in one piece of pure 


gum rubber—come packed in a very attractive counter 
display, 12 to the carton. 














Dur-A-Bals will not swell or collapse and will withstand 
the aciion of alkaline waters. They will operate efficiently 
under high cr low water pressure. Order from your jobber. 


LAVELLE RUBBER CO., chicase 
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Drinking Fountains 


Sw Bea a a 
This fountain is adapted for 
both inside and outside use. 
For interiors it is neat in ap- 
pearance and outdoors it will 
withstand the weather and 
hard public usage. Moder- 
ately priced and easily 
installed. 

Write for details 
JONES HOLLOW WARE CO. 
BALTIMORE 33 MARYLAND 
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Steel Vanderman ’$ | combination 
Tool Products Bench 
Chests All Vanderman Pipe 
products are Vises 
built to return in 





service, every 
dollar expended 
in them. 


Your jobber 
can supply you. 





Manufactured and for Sale by 


The Vanderman Mfg. Co., Willimantic, Conn. 





Putting a Dart Union on a job ig 
like signing an insurance policy. 
You know you're protected, 


As k your sobt eT. 


E.M. Dart Mfg. Co. 
Providence, Rhode Island 


The Fairbanks Company, Sales 
Agents, Canadian Fac- 
tor: : Dart Union Co- 
Ltd.. Toronto 
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Otto 


Second row: 
Hebeler, Esselgroth & Co.; W. B. Teevan, C. E. Pollard & Co.; 
winning horseshoe-pitching team: P. P. Willis of Van Zandt 


Top row: Winning broom polo team. 


& Willis, contractors; W. C. Day, Stove Manufacturers’ Corp. 
Third row: Mr. and Mrs. Thomas P. Klembach, each winner 
of the rolling-pin throw; Allen Williamson, Henry J. William- 
son, president of association. Bottom row: Group of lIadies 


team captained by Mrs. James Fitzgerald. In the rolling 
pin throwing contest, first prize for ladies was awarded 
to Mrs. Thomas P. Klembach, and first prize for men to 
Thomas P. Klembach. All present agreed that the two 
wins in one household indicated something, but what it 
was nobody knew. 

The 220-yard foot race finals were won by Allen Wil- 
liamson, David VanZandt and John Klembach who fin- 
ished in the order named. In like manner, the junior 
foot race was won by E. Bredehoff, Jr., William Blunt and 
Joseph Grohe. 

The elimination sack race found Allen Williamson the 
sole survivor, and the three-legged race was a walk-away 
for the team of J. Lewis, of the Thatcher Co. and H. 
Hughes, of William 8S. Roe, Inc. These two contestants 
had taken a few practice spins around the landscape 
and worked in perfect harmony. Mrs. James Fitzgerald 
registered once more as winner of the potato race and 
Peter Ori won the men’s event. 

All successful contestants in the athletic events were 
awarded valuable prizes. William Chesnut, state presi- 
dent, was among the attendants. 

Kugene Gartland of the Rethwilm & Gartland Plumbing 
Co., 1916 Union avenue, St. Louis, Mo., has recently been 
appointed plumbing inspector of the city of Richmond 
Heights, Mo. 
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DULUTH PLANS MODERNIZING CAMPAIGN 

Plans to conduct a home modernization campaign in 
Duluth, Minn., are being given serious consideration by 
members of the Duluth Builders’ Exchange. Should the 
campaign be put into actual force, many master plumbers 
and heating contractors would take an active part. The 
campaign would tend to increase the value of houses for 
sales purposes, and would beautify the homes and at the 
same time render a better service to their owners through 
having modern plumbing and heating fixtures. 





HOLLYWOOD PLUMBERS TO CONTINUE ADVER- 
TISING 


Nearly forty members of the Hollywood Merchant 
*>lumbers Association attended the regular semi-monthly 
meeting of the association on Thursday evening, August 
2. It was one of the most largely attended meetings of 
the association for the year, and for this credit is due to 
L. Z. Brown, 4320 Melrose avenue, who personally called 
every member of the association upon the telephone, urg- 
ing him to be present. 

A report on the progress of the advertising campaign 
undertaken by the association, following the suggestion of 
the Los Angeles office of the Plumbing and Heating In- 
dustries’ Bureau, was rendered by J. Nuerburg, chairman 
of the committee which has the campaign in charge. It 
is the purpose of the association to keep community ad- 
vertising running in the Hollywood papers for at least six 
months, in the meantime each member of the association 
tying up with it and with the national advertising cam- 
paign. 

Messrs. Ball, Roberts and Clink, representatives of the 
Mueller Co., were present and spoke to the assembled 
plumbers about the proper installation and maintenance 
of water pressure regulators. Emphasis was laid by each 
speaker upon the necessity for the installation of pressure 
relief valves. 

The Hollywood Merchant Plumbers Association is one 
of the most active and progressive of the many locals in 
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Southern California. It meets and dines on the first and 
third Thursdays of every month at the Hollywood Athletic 
Club and has someone of experience and authority in the 
plumbing industry to talk to the members at nearly every 
meeting. Apparently the Hollywood association has solved 
the problem which so many locals constantly are strug- 
gling with—namely, how to interest the members of the 
local, how to attract their attendance and how to main- 
tain the local influence for good in the 
plumbing industry. 


as an effective 


GAS CHANGE MAKES BUSINESS FOR NEW ORLEANS 
PLUMBERS 

The New Orleans plumbing and heating trade is pre- 
paring for the greatest period of rush business in the 
history of the local industry. This will be brought about 
within the next few weeks, when the 70,000 homes now 
equipped for manufactured gas, begin to use natural gas. 
It is estimated that more than 1,000,000 individual ad- 
justments must be made to comply with an ordinance which 
W. T. Hall, commissioner of public utilities, has framed. 

The people of New Orleans were warned on August 5 
by Mr. Hall that gas appliances with flexible hose con- 
nections, and stoves and heaters without vent pipes would 
be too dangerous to use with natural gas. He declared 
that persons using them would endanger their lives and 
their property, and would void their insurance policies. 
Mr. Hall’s ordinance makes the such appliances 
illegal. 

It was made clear that the New Orleans Public Serv- 
ice, Inc., which supplies the city with gas and electic serv- 
ice, will make the necessary adjustments of burners free 
of charge. Gas users, however, are required to arrange 
with their dealers and plumbers for necessary changes in 
other appliances. 

Much of the preliminary work in bringing about the 
change has fallen to the lot of Mr. Hall. He has enlisted 
the aid of the picture theaters, the 
telephone company, the Fire Preven- 
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At the recent annual outing of the Master Plambers’ Association of Buffalo, N. Y. 
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tion Bureau, the Underwriters’ Association, fire marshal, 
and the plumbing and heating trade of the city. 

“I am having a motion picture film prepared which will 
be shown in all the picture houses of the city,’’ Mr. Hall 
said. “‘This film will show what happens when natural gas 
will come to New Orleans. It will show the consumer just 
what to do in order to insure safety.”’ 

Mr. Hall called representative plumbers and gas ap- 
pliance dealers into a conference with him to get their 
ideas before framing his safety ordinance. He was also 
helped by the Louisiana Fire Prevention Bureau. 

The newspapers have been asked to print the names of 
all local dealers of water heaters and other gas appliances, 
so that the consumers will kngw with whom to get into 
touch. 





RE-ELECT FORMER PRESIDENT 
members of the Lower Bucks and Montgomery 
Pa., Association of Master Plumbers held their 
election of officers recently, which resulted in the choosing 
of James P. MacEntee as secretary. Mr. MacEntee suc- 
B. Greger. Ervin Slight and L. C. Madsen, 
president and treasurer, respectively, were re-elected. 


The 
County, 


ceeds Paul 





PASSAIC MASTERS HOLD OUTING 


On August 9, 125 master plumbers with their wives, 
children and guests, assembled at Crystal Lake Park, West 
Orange, N. J., for the thirty-fifth annual outing of their 
association. Good weather was on tap all day. Secretary 
Allan J. Blair was also chairman of the outing commit- 
tee, and had charge of the sporting events. 

In the dash for ladies, Miss Rose Dinino carried home 
a bridge set for winning. In the sack race for men, Emil 
Sharry came home ahead of the rest of the field and re- 
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Top row: Allan J. Blair, secretary of the association, H. V.- 

Vogel, C. L. Gray, and Harry Pruzansky, treasurer. Bottom 

picture: front row, Roy Schleich, president, and S. Schneider; 

back row, D. J. Mastroberte, M. J. Flannigan, E. G. Sharry, 

<. Calvin, C. MeBride, F. Failla and S. J. Dinino. Photos taken 
at annual Passaic outing 


ceived an automatic pencil for his efforts. Mrs. Sharry 
proved her ability in the potato race for ladies and re- 
ceived a fine traveling bag. In the dash for boys, Hico 
Noonberg received a pair of roller skates as first prize. 
Bernie Pruzansky was second. In the race for girls, 





The New 
23rd Edition 
PLUMBERSV’ 


and 


STEAMFITTERS’ 
PRICE GUIDE 


If you haven’t already secured your 
copy of the new Price Guide send 
for it at once! It is completely 
brought up to date and cross indexed 
in a simple manner that makes it even 
more valuable and easy to work with 
than ever before. 

It will save you time and money. 
What is more, it will allow you to 
make your customers the RIGHT 
prices ALL the time. It takes all the 
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BAREHAM & SAUNDERS, 
366 East Main St., Rochester, N. Y. 


Gentlemen: Please send me at once full information about the P/umbers’ 
and Steamfitters’ Price Guide and how it will help my business. 
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SUGGESTED SELLING PRICES ARE PRINTED IN BOOK 


THIS BOOK CONTAINS 


The Plumbers’ and Steamfitters’ Price Guide contains all the information regarding prices 
on equipment that you need to help you figure your work. 
times in the money and time it will save you. 


It will pay for itself many 


MAIL THIS COUPON 
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gamble and uncertainty out of ' 
estimating. 
You can make more money for your- i 
self with the Plumbers’ and Steam- i 
fitters’ Price Guide. It will pay for 1 Name 
itself many times over. 
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Top row: Jackie Vogel and Gloria Sceangarella; J. Frisco; Mar- 

tin Karl and E. Harrop. Middle row: I. Choler, Sol Levenson 

and J. J. Shedlock. Bottom picture: The winning salesmen’s 
baseball team. Photos taken at annual Passaic outing 


Mildred Pruzansky won a pair of roller skates. Ethel 
Boffard was second. In the sack race for boys, Bernie 
Pruzansky showed his heels to the field and came in first. 
The plumbers had better team play at broom soccer and 
defeated the salesmen 7 goals to 6, receiving flash lights 
as prizes. The winning team was composed of D. J. 
Mastroberte, M. J. Flannigan, E. G. Sharry, Charles Mc- 
Bride, F. Failla, S. J. Dinino, J. J. Shedlock, S. Schneider, 
and Roy Schleich. 

The salesmen clearly showed their superiority on the 
baseball field over the plumbers, trouncing them 7 to 4. 
The salesmen fielded brilliantly while the plumbers’ could 


not hit. The line-ups were: * 
Plumbers Salesmen 
Failla p Betz 
Flannigan c Levendusky 
Schleich lb Glazer 
Sharry 2b B. Anderson 
Shedlock ss I. Meyers 
Taylor 3b E. Lawrence 
Blair rf Ruddy 
Les. Gray if Wendall 
C. McBride cf H. Freer 
Umpire—Ed. Sennett; Scorer—Sol. Levenson. 


At the dinner Allan J. Blair, secretary of the associa- 
tion, and Roy Schleich, president of the association, 
thanked the gathering for their support in making the 
outing one of the most successful the association has 
ever held. State President William Chesnut of Mont- 
clair, in some well chosen words, expressed his apprecia- 
tion and thanks for being invited to such a splendid 
gathering as did Charles Samuel, the state secretary. 

The committee which did so much to make the outing 
the real success that it was, was made up of: A. J. Blair, 
chairman, Joseph Baker, C. L. Gray, H. Vogel, H. Levine, 
H. Pruzansky, S. Dinino and J. Shedlock. 
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BATH TRAP 


The ‘“‘Edelco’”” Model T-50 Bath Trap is a 
money maker and time saver. It is self- 
scouring and will empty the tub in much less 
time. When installing it eliminates the 
cutting of joists, tearing up and replacing 
flooring, wiping two joints and losses and 
bends in lead pipe waste. It sets only 1% in. 
from the floor and can be installed easily no 
matter how cramped the room. 


Write for details. 


EDEL MANUFACTURING CO. 


3030 Frankford Ave. 


Philadelphia, Pa. 




















What’s Your 
Small Tool 
Cost? 


Have you ever figured 
what small tools cost 
you each year and what 
your loss is in the ones 
that wear out or break? 
If you haven't, you'd be 
surprised at the big item 
small tool losses repre- 
sent. 

You can cut them by 
buying Plomb Tools 
from the Plomb Display 
Board at your jobber'’s. 
Plomb Tools last longer 
and do the work better 
and are unconditionally 
guaranteed. 





PLOMB TOOL COMPANY 


LOS ANGELES, CALIF., 2209 Santa Fe Ave. 


CHICAGO 


627 W. Washington Blvd. 
COMPLETE STOCK AT ALL POINTS 
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PLUMBING AND HEATING CLUB ADDRESSED BY 
ACCOUNTANT 

Timely hints, backed up by long experience as an ac- 
countant, were given the members of the Plumbing and 
Heating Club of San Francisco at their August 9 meeting 
in the Palace Hotel. 

Upon opening the meeting, President Finch announced 
comprehensive plans for increasing the membership, 
which is in line with the new policy of placing the name 
of every eligible man in the district on the club’s roster. 
To this end, he asked the following named men to serve 
on the membership committee: Hugh Oliphant, W. H. 
Picard, Joseph Ahlbach, W. Herbert Graham and James 
MclIlreevy. 

Joseph Whalen introduced the speaker of the day, John 











WHEELING 


SANITARY MFG.: CO 


Wheeling, WwW. Vae 





High Grade Plumbers 

Ware— Two-Fired 
Vitreous China 
Ss Lavatory on 


P tal. Two sizes— 
o— inches and 26x22 


nches 

Plate 126-E “The Tran- 
quil”’ all white Syphon 
Jet Water Closet Com- 
bination, including— 
Plate 125-E concealed 
jet syphon, to rough 
in at 12 inches: Plate 
218-E large size tank, 
with special fittings. 

Reference — Domestic 
Engineering Catalog 
Directory. 





























This display was shown by A. A. O’Guinn, a master plumber, 
of Montebello, Calif., at the time of a recent fair held in that 


hooks to break, no ate 


bolts to fasten and 
has a center hole to Ruckstell, president of the American Institute of Ac- 
I ‘ lj countants. Among other things, the speaker stressed the 
cep It SO id. importance of taking inventories properly. ‘‘They should 
be taken at cost,’’ he said, ‘‘and even then pared down.” 
It is the handiest He pointed out the necessity of a business man’s main- 
| ; taining a large proportion of his assets—all of them, if 
COO you can invest possible—in readily convertible form, with few long-term 
The Crown Post In and it will Save YOU | notes and little, if any, slow moving stock on his shelves. 
hundreds of dollars. ' “These are fundamentals in any business,’’ the speaker 
Vise wraps around said. 


an ost, does awa 00 “About bookkeeping methods,’’ said Mr. Ruckstell. 
y P y CROWN DIE@ T LCO. “Don’t overdo it. You don’t need the system of a depart- 


with d bench, has Chicago in vos tine Illinois ment store in a plumbing establishment; but above all, 
no lag screws, no 501 Fifth Ate. J. L. Stulsaft, Mgr. don’t have too crude a system.” 
Being impressed with the spirit of enthusiasm displayed 


by the club, Mr. Ruckstell said, in conclusion, ‘“‘There is 
a certain psychological effect attained by getting together 
the way you do here. There’s nothing like rubbing elbows 
with your competitor. The preconceived picture of him 
in our minds is nearly always wrong, and it’s nearly al- 
ways changed by such contacts as are made possible by 
attending the meeting of your Plumbing and Heating 
Club.” 


























UMBING 
SDECIALTIES 






A drum trap to meet every 





need will be found in the B. Grunwald, Inc., plumbing and heating contractors of 
Washington Metal Products Omaha and Lincoln, Nebr., have been awarded the plumb- 
Co. catalog. Have you a ing contract on the third section of the Nebraska State 
copy ? Capitol building at Lincoln, having installed the plumb- 

ing in the other two sections. Readers of ‘“‘Domestic En- 


Fig. 
Cast Iron TA Trap 


The Washington Metal Products Co. 


Washington C. H. 


gineering’’ will remember that a description of the plumb- 
ing in part of this building was published in the issue 
of July 14. 
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Women have always been a large factor in 
the business success of their husbands, but in 
late years, when woman has taken her place 
in business and other realms, that factor has 
been increased. There are many evidences of 
this help in the plumbing and heating industry, 
and modern women are helping more than ever. 


et me et a ll 
me meee ee eee 


Cleveland, Ohio Auxiliary Holds Picnic 

The Ladies Auxiliary to the Association of Plumbing 
Contractors of Cleveland, Ohio, held a picnic at the Wil- 
lowick Club on August 2. There were 14 ladies and their 
families present. A wonderful dinner was planned by 
Mrs. Patmos. Mrs. E. J. Breuer had charge of the races 
and Mrs. H. E. Abell won the prize for the ladies’ race. 
It was an ideal day and swimming was enjoyed by all the 
children. A thunder shower interrupted the picnic, how- 
ever, at 5 o’clock but a wonderful time was had by all. 


Philadelphia Suburban Auxiliary Holds Strawberry 
Festival 

The Women’s Auxiliary to the Philadelphia Suburban 
Master Plumbers Association held a strawberry festival 
some time ago on the lawn of one of its members for the 
purpose of establishing a treasury in order that they 
could defray their expenses from the beginning. Several 
of the leading master plumbers with whom they are 
affiliated, donated the requisites for the festival including 
the berries, the cream, candy, the dance floor and the 
lighting. The plumbers’ wives and several of their friends 
baked cakes. There was a surprising turnout in spite of a 
slight shower, and the affair was a huge success. Every- 
body enjoyed the evening and the auxiliary succeeded in 
clearing $400 which they were proud to turn over to the 
treasurer with which to start a bank account. 


Growing Interest in Sanitation Shown by Women 

A growing interest among women in sanitation and 
home improvement is reported by Miss Ida M. Anderson, 
field representative of the Plumbing and Heating Indus- 
tries’ Bureau. Miss Anderson, who recently attended the 
nineteenth biennial convention of the General Federation 
of Women’s Clubs at San Antonio, Tex., says that much of 
the program was devoted to a discussion of improvements 
tending to reduce the drudgery of housework. 

‘“‘Many women’s clubs have sanitation committees whose 
business it is to see that members are informed on the 
Status of sanitary equipment in schools, public buildings 
and comfort stations of the community,’’ Miss Anderson 
declared. ‘“‘Women have been responsible for getting the 
finest, most modern comfort stations in comparatively 
small cities. The women of Newark, Ohio, succeeded in 
having a comfort station installed that is the talk of 
women all over the state. Drives for comfort stations are 
contemplated in other cities within the next few months.” 

The American Home Department of the Indiana Federa- 
tion of Women’s Clubs, with Mrs. Curtis Hodges, of In- 
dianapolis, as chairman, directed a Home Management In- 
stitute at Winona Lake during the week of July 30 with 
every phase of home making demonstrated by experts. 
More than a thousand women saw the completely equipped 
bathroom and the modern kitchen sink which was ar- 
ranged for by the Indiana Society of Sanitary Engineers, 
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manufacturers and the Plumbing and Heating Industries’ 
Bureau. Miss Anderson gave a talk on ‘‘The History of 
Sanitation.’’ 


Women Help in Business 


The following is a paper prepared by Dorothy 
Kdwards to be read at one of the recent state 
auxiliary conventions. It was afterward suggested 
that the paper be reprinted on the Woman’s Page. 
Below is Miss Edwards’ message.—Editor. 


I do not need to tell you that women have always 
played a large part in the success their husbands have 
achieved. We have, no doubt, changed somewhat in our 
methods of helping, to keep step with changing condi- 
tions. 

Once women were the background of man’s life. They 
aided him by maintaining a pleasant home, by in the 
words of the old saying, ‘‘feeding the beast,’’ and in gen- 
eral, looking after his comfort and well-being. 

They are still carrying on that good work; but modern 
women have somehow discovered how to do more. Your 
presence here is an outstanding example of one of the 
ways in which women are expending their energies in the 
endeavor to help their husbands. I have no doubt that 
your husbands enjoy as much comfort and beauty in their 
homes as did their fathers—-perhaps more—although you 
have found time to come here and consider the practical 





Top row: Mrs. A. J. Walker, Mrs. George F. Roser and Mrs. 
L. J. Rosenfield, all of Louisville, Mrs. 8S. A. Reynolds of 
Lexington. Botton row: Mrs. E. CC. Kelley and Patzy Kelley 
of Covington; Mrs. A. Kruse of Newport, Mrs. J. J. Petty of 
Louisville. Photos taken at the recent convention of the 
Kentucky State Association of Master Plumbers 
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THe “MERION” 


15 Gallon—$50.00 
20 Gallon—$55.00 
30 Gallon—$70.00 
40 Gallon—$85.00 


Thousands of Master Plumbers are 
installing a “Merion” today where 
they would have installed a range 
boiler a year ago. 


More profit and satisfied customers 
are the results. 


os 


John Wood Mfg. Company 


Conshohocken, Pa. Chicago, III. 


























Top picture: Mrs. Fred Snyder and Mrs. Harry Snyder, both 
of Rochester, N. Y. Bottom picture: Mrs. J. Schunk of Buf- 
falo; Mrs. H. J. Bareham and Mrs. H. MeFarland, both of 
Rochester; Mrs. A. Kranifeld and Mrs. F. Yuhl, both of 
Buffalo. Photos taken at the meeting of the Women’s Aux- 
iliary to the New York State Association of Master Plumbers 


ways in which you may assist in building up the industry 


in which we all are interested in a vital way. 

You ladies of Florida have special reason to feel that 
you have contributed something of a very definite value 
to the industry in your contributions to the scholarship 
cause. You will remember that last year Mr. Longley said 
to you that other states were watching the auxiliary here 
in Florida, and expressed the hope that every state would 
follow your generous lead, made known at your 1926 con- 
vention, in offering a four years’ course at Carnegie to 
the son of any master plumber in good standing. 

This is one of the constructive ways in which modern 
woman is contributing to her husband’s success. By tak- 
ing the interests of his industry to heart, she is helping 
him by her larger work to benefit the industry as a whole, 
and as a result, benefit humanity. 

I wish you success in your efforts, confident that the 
spirit in which you have taken up this newer work of 
women will be of growing practical value as the years go 
on and that you will have cause to look back with con- 


| siderable satisfaction on the splendid work which you have 


so courageously inaugurated. 





PENINSULA ASSOCIATION REORGANIZED 

At a recent informal dinner in Newport News, Va., a 
movement was started for a reorganization of the master 
plumbers’ association, and on June 19 the first meeting 
was held with the following taking office: President, O. J. 
Brittingham, Newport News; vice president, J. L. Huton, 
Hampton; secretary, J. Maclay, Newport News; treasurer, 
W. T. Ubank, Newport News. The association is to be 
known as the Peninsula Association of Master Plumbers, 
and takes in Newport News, Hampton, Phoebus and Wil- 
liamsburg. The board of directors consists of Archie 
Graham of Phoebus, J. Lanaham of Newport News, and 
A. J. Thomas of Newport News. 

There is a meeting each Tuesday and all have been well 
attended. Some real progress is being made along the 
lines of better sanitation in the home, stricter adherence 
to the city code and the willingness of the board of health 
to co-operate with the master plumbers along educational 
lines. 
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New Business “Uentures 


Centralia, Ill.—K. W. Webster has opened a heating 
and plumbing business at 116 South Poplar street, and 
will specialize in heating work. 

San Angelo, Tex.—J. A. McCrary, J. T. McCrary and 
R. E. Peacock have incorporated the Modern Plumbing 
and Heating Co. 

Durand, Mich.—L. S. McKenzie recently opened tem- 
porary quarters for the new plumbing business in which 
he is engaged. 


Detroit, Mich.—The Zamenek Plumbing & Heating Co., 
13500 Joseph Campau avenue, has been incorporated. 


New York, N. Y¥Y.—The Leidenthal Plumbing and Heat- 
ing Co. has been organized and incorporated by C. L. 
Rosenweig and associates, to establish and operate a 
plumbing and heating business. 

Baker, Ore.—J. J. Ackerman has engaged in business 
under the name of the Broadway Plumbing and Electric 
Shop. 

Grand Island, Nebr.—The Nay Co. has been formed by 
J. W. Nay and C. W. Nay, to engage in the plumbing and 
heating business at 602 West Fourth street. C. W. Nay, 
who has charge of the mechanical department, has been 
engaged in the plumbing business for the past 22 years. 

Caldwell, Ida.—R. B. Hartenbower and Fred Harten- 
bower have engaged in business at 813 Main street, under 
the name of Caldwell Plumbing and Heating Co. 

Bronx, N. Y.—The Kawol Plumbing and Heating Co. 
has been organized and incorporated by I. R. Solomon 





ate i /; 





Top picture: Paul Brown of Middletown, past state president; 
L. S. Warner, Standard Sanitary Mfg. Co., of Springfield, H. P. 
Mahe of Hartford, Fred W. Ward, Thos. Traut & Bro., Hart- 
ford. Middle picture, front row: Mrs. P. J. Fitzgerald, Mrs. 
C. Braun, Mrs. R. Fahy, Mrs. N. Pelletier, all of Waterbury. 
Back row: C. Braun, Mrs. J. Brangan, J. Bennett, Mrs. Jas. H. 
Lowe, all of Waterbury. Bottom picture, front row: Mrs. 
N. J. Foell, Mrs. D. J. Lynch, Mrs. and Mr. D. J. Mack, all of 
Meriden. Back row: H. J. Foell, D. J. Lynch and M. M. 
Lucchinni, all of Meriden. Photos taken at the recent con- 
vention of the Connecticut Master Plumbers’ Association 
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624-H. in Mirror Black | 


China Faucets that Sparkle with Color 


DECECO faucets, the easily cleaned china covered faucets, with 
no exposed metal are now available in Black and beautiful colors. 


Completing a color ensemble, impossible with metal faucets: 
DECECO ALLCHINA FAUCETS in lovely shades of GREEN: 
BLUE, LAVENDER and YELLOW are the climax of Bath Room 
decoration. 


‘Faucets in Colorful China,” a beautiful brochure describing them 
fully and the Vogue of Color in Bath Rooms mailed on request. | 


THE DECECO CO., 76 Batterymarch Street, Boston 


: “(Dee -See— Co) 


ALL -CHINA FAUCETS and FIXTURES 


WHITE, BLACK and COLORS | 
No Metal Exposed Unbreakable From Use | 

















Mr. Oil Burner Dealer: 
It Will Interest You to Know 


that the controls 
needed for your 
usual and unusual 
jobs are a part of the 
line of Con-Tac-Tor 
automatic electric 
oil burner controls. 


You'll find what you 
need in Bulletin 111. 
Ask for it. Any spe- 
cial questions you 
may have will be 
answered promptly THE NO. 135 THERMOSWITCH 
by competent and Also Available with Clock’ 
experienced men. 


ABSOLUTE<OK-[A(-T0>> CORPORATION 


ELKHART, INDIANA 
Se RE 
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THE INCOMPARABLE 


NIEDECKEN 


PATENTEO 
The most essential 
improvement made 
in years is the easy 
clean feature of the 
Niedecken Shower 
Head. 


Write for Bulletin D. 10X 
HorrMann & Bittings Mrc.Co. 


5S. 
MIitwaAvUREE. u. S. A. 












































‘Now 
THE PIPE MASTER 


No. 30 The Most Practical Vise Unit 
one You Have Ever Seen 


A truly portable unit, entirely self-contained, that 
collapses into an unbelievably compact form. 
Into or out of action in 30 seconds. 

Made sturdy and rigid by new tapered pin prin- 
ciple of locking legs into place. 

Rubber tips on legs make possible its use anywhere 
in the bullding or home. 

Has handy pipe bender and tray. 

AND—jaws that are different! Scientifically de- 
signed to hold ALL kinds of pipe or tubing with- 
out crushing or mutilating. 


Wrtie now for ¢ one description oa) 
the PIPEM AST SS You wtll want 
to know ali about 


SPENCER REGULATOR CO. 
SALEM, MASS. 








Let Kalamazoo 
Water Supply 
Systems solve 
your customers’ 
water supply 
problems and 
your service 
problems. 


Ask your jobber 
or write us di- 
rect. 


NATIONAL WATER LIFT CO., Kalamazoo, Michigan 
te 

















BASIN SUPPLIES 


Long wearing and always giving the 
utmost in service is our claim for 
Dearborn Basin Supplies 


And it’s more than a claim, too. It’s been 
proven time and again in actual work. 








When the name “Dearborn”’ appears 
on a piece of brass goods, you can be sure 
itis the best, 


FROM YOUR JOBBER 





DEARBORN BRASS CO. CEDAR RAPIDS, IA, 
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and associates, to establish and conduct a general plumb- 
ing and heating business. 

Detroit, Mich.-—The Reliance Plumbing & Heating Co., 
9517 Oakland avenue, was recently incorporated with a 
capital of $1,000. 

Los Angeles, Cal.—-R. S. Alters and Charles W. Millard 
have engaged in business at 9313 South San Pedro street, 
as the A. & M. Plumbing Co. 

Rahway, N. J.—The Rahway Plumbing and Heating 
Co., Inc., recently organized with a capital of $100,000 
by Irving and Elton Berlin has established and is con- 
ducting a general plumbing and heating business in that. 
city. 


Business i hanges 


Washington, Iowa.—J. Bidwell has moved his plumbing 
business to new and larger quarters on South Marion 
avenue. 

Albemarle, N. C.—J. E. Gantt, of Gastonia, recently 
bought a one-fifth interest in Albemarle Plumbing Co., 
of which he was formerly the proprietor. 


Lisbon, Ohio.——George B. Riddle, proprietor of the Rid- 
dle Plumbing and Heating Co. for the past eighteen years, 
has sold the business to A. Gardner of East Liverpool. 
Mr. Gardner will continue to operate the business from the 
former location in the Benner building on East Lincoln 
Way. 

Oakland, Calif.—-L. W. Blake, who has been engaged 
in the plumbing and heating business for many years, has 
moved from 1002 Webster street to 663 East Twelfth 
street. 

Centerville, Ill.——-W. J. Donavin has moved his plumb- 
ing business from Main street in West McHenry, to the 
Heimer building on Green street in this city. 


i 
zk ACh. 


Top row: J. E. Penter, Ross Mfg. Co., Kansas City, Mo.; A. 
Kops, of Thomas Maddock’s Sons Co., Trenton, N. J.; F. C. 
Rolson, manager of Joplin Supply Co., Joplin, Mo. Middle 
row: G. H. Shoemaker, United States Radiator Corp., Kansas 
City, Mo.; J. H. Seymour, U. 8S. Supply Co., Kansas City, Mo.; 
Harvey A. Call, Copper and Brass Research Bureau. Bottom 
row: J. E. Enright of St. Joseph; Charles Geltz, R. P. Barton, 
both of Joplin.—Photos taken at the recent convention of the 
Missouri State Association of Master Plumbers 








f you sold 
Nothing but 
Ball Cocks, ~ 
nothing but— 


LLL, 


If you had to build a business solely 
upon ball cocks and their merits, 


youd be selling Sherwood Ball 


Cocks because ° 


Youd be able to Guarantee your 
customers that Sherwoods would 
close against any city water pres- 
sure without whistling or gurgling. 


You'd be able to subject them to 
any test that they would meet in 
use without the fear of them “going 


bad.” 


You'd know that there is as little 
difference between any two Sher- 


Ty, / 
Could Do. 
wood Ball Cocks as there 1s between 
two silver dollars. 


And, most of all, youd be able to 
satisfy every one of your customers, 
at all times. 


Sherwood Ball Cocks should be in 
every tank you install. You can 
get them at your jobbers. If he 
doesn t stock them, he can always 
get immediate delivery. Insist up- 
on them for your own protection 
and your customers satisfaction. 
Comparatively priced. 


Shanks of various lengths and sizes 


furnished if desired. 


SHERWOOD BRASS WORKS 


Jefferson and Mt. Elliott Aves. 


DETROIT, MICH. 


REPRESENTATIVES 


J A. Riordan Co . Inc. 
1600 E. 7th St . Los Angeles 
410 Colman Bldg.. Seattle 

E. S. Thompson 
2401 Chestnut Se.. Philadelphia 


Fred G Hoffman 
831 Edge wood Ave. 
Trenton, i , 
Fred S. Wilsey 
Plymouth Bldg . Minneapol: 
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COAL—OIL—GAS 


We recommend No. 1 

Buckwheat Coal to be 

used in Knowltons. 

Assures maximum 
fuel saving. 


For Best Oil Results 


The use of the Knowlton ““Watertoob” Steel Boiler 
with an oil burner is going to prove highly satis- 
factory in every respect to your customers. 


The temperatures obtained with oil burners are 
higher than those obtained with coal and require 
a boiler not subject to temperature strains and one 
in which the heat will be quickly absorbed before 
the gases reach the chimney. 


Knowlton’s Copper Bearing Steel and copper tube 
construction make the “Watertoob” the logical 
type for oil burner use. 


Write us for full information. 


ORR & SEMBOWER, inc. 
READING, PENNSYLVANIA 


208 N. Clinton St., Chicago 50 Church St., New York 


HEATING 





SATISFACTION 





We do not believe that we are exag- 
gerating in the slightest, when we 
say the Knowlton ‘Watertoob” 
Steel Boiler is the best for oil burner 
use. 


SATISFACTION 
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ANOTHER LITTLE WORRY 
And now I have another fret 
To complicate neurosis; 
If friends won’t tell, how shall I know 
If I have halitosis? 





ACCESSORY JOYS 

I bought myself an auto of twenty-five h. p., 
I thought I was as happy as any man can be; 
Until I read the gadget ads in the S. E. P. 
I had to add a dodingus—the m. p. h. was low,— 
They said I had to have it or else the grass would grow 
Between my wheels upon the road, I went so very slow. | 
I had to have a searchlight, like an aviator’s guide, 
I had to have a trunk behind, a spare upon the side, 
And half a dozen snubbers so that o’er the bumps I’d glide. | 
An even fifty gadgets I saw there advertised— 
I bought them, ev’ry one, and now I’ve been advised | 
That under all this extra load, the motor has demised. 
And so goodbye to autoing, and all its loveliness, | 
They have my car out in the lot, they’ve marked it } 

“Repossess.”’ | 





STEPS 
When tiny tots 
go down the stair, 
It’s re’lly lots, 
they must take care. 
They must go slow, 
no tread must miss; 
Or else they'll go 
down just like t 
h 
t 
$ 
! 
L. N. O’F., Los Angeles, Calif. 





MIXED STROKES 

It has often been remarked that there are two classes of 
men in the world whose words must be taken with at least 
a grain of salt. There are the fishermen—and the golfers. 

The most humorous thing we ever heard in this connection 
was a statement made by a man who was an enthusiastic 
fisherman as well as a great advocate of golf. He has a 
favorite summer resort to which he goes every year for two 
or three weeks in order to lay in a stock of stories for the 
rest of the year. Just after he returned this summer, some- 
one insisted that his resort wasn’t nearly as good for fishing 
or golfing as theirs. " 

Our fisherman-golfer got red in the face: 

“Beat this, if you can!” he shouted. “I got a fourteen pound 
drive on the ninth up there and a two hundred and twenty- 
five yard bass on the river.” 








“SY” SEZ 
“When I was in China I saw a woman hanging from a 
tree.” 
“Shanghai?” 
“Oh, about six feet.”’ 








Sometimes a girl’s diary turns out to be a scrap book. 





There’s always one girl at every dance who makes the 
others wish they’d gone to the movies. 





An arctic explorer says Laplanders rub noses when they 

meet. Americans rub fenders. 
“SY” MARTIN, Owensboro, Ky. 

Somewhere or other there has been a tie vote in a contest 
for sheriff. One of the candidates has a little baby girl, burn 
during the election, whose name is awaiting the outcome 
of the election. If her daddy gets in, her name will be 
“Winnie.” If he doesn't, they'll call her “Lucy.” a 2 ee 














SOME RECENT 
INSTALLATIONS 


MAYFLOWER HOTEL 
Washington, D. C, 


HOTEL SHORELAND 
Chicago, Ill. 

900 N. MICHIGAN AVE. 
CO-OPERATIVE APTS. 
Chicago, Ill. 

209 LAKE SHORE DRIVE 
CO-OPERATIVE APTS. 
Chicago, Ill. 
CARTER HARRISON 
Residence 
Lake Forest, Ill. 

R. T. CRANE Residence 
Lake Geneva, Wisc. 
EDGEWATER BEACH 
HOTEL 


Chicago, Il}. 





A New 
Profit Opportunity | 
for the Plumbing Trade | 


You, Mr. Plumber, are now able to offer to your | 
customers a really sanitary Toilet Chair, one that 
is flexible, that will fit practically every standard 
toilet bowl now in use. 


The Ugly Duckling of the Bath- 
room Becomes a Beautiful Swan 


The ZUNDEL Sanitary Toilet Chair transforms 
the ugly, unsightly toilet into a beautiful chair. 


Zundel Has Made the Toilet Chair 
Sanitary — Easy to Clean 


When the chair is placed on the 
bowl, dowel pins fit into the two 
post holes in back of bowl and 
the resilient steel or wood side- 
rails hug tightly the sides of the 
bowl keeping the chair constantly 
in the same position and per- 
fectly rigid. The sanitary 
parented lip on the hole seat 
lifts up when seat is raised pre- 
venting soiling. 





Can be installed or removed instantly without tools. 


Furnished in plain white from stock or can be 
finished to match perfectly with any color of bath- 
room fixtures, wall tints, drapes or furnishings. 





Ask your Jobber or write today for new 
ZUNDEL Catalog D-I1 describing many 
beautiful models. 


The Last Refinement in the Bathroom 


KILLZUN, INC. 


Tribune Tower, Chicago, Illinois 











7 PATENTS PENDING 
| [Le TOILET CHAIR / 
\CKILIZUNAING.. CHICAGO 
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How to Make 
Any Hot Water 
System More 

Efficient 


Wherever hot 
water circulation 
troubles exist you 
can cure them 
with the HYDROL- 
ATOR. 


New jobs should always be HYDROLATOR 
equipped and it can also bz easily installed on 
existing installations. 


uiet—does not block 
natural water flow when not operating. 


Electrically operated— 


You make more money through installing it and 
give the customer greater satisfaction. Write us 
for information on how water circulation troubles 
can be eliminated. 


JANETTE MANUFACTURING COMPANY 
558-60 West Monroe Street - CHICAGO 


Harrison Sales ¢ 
SEATTLE, PORTL “AND, 
SPOKANE 


a . 5 state 
Bidg 
PHIL ADE LPHIA 


Singer Bidg., 
149 Broadwa 
NE W YOR Ik 











——S——————————————— eee 
THOROWELD 


SEPTIC TANKS 


The utmost in modern sewage disposal for rural 
and outlying districts may be had in THOROWELD 
Septic Tanks. They are built for hard service and 
their reasonable price makes them doubly satis- 
factory to user and contractor alike. 

Write us for Folder No. 30. 


THE ALLIANCE TANK CO. 
ALLIANCE :: $3 OHIO 


SLL OTS oe 


eee 
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TEXAS VICE PRESIDENT IN NEW BUSINESS 
The photograph above is of the new store of George C. 
Hamilton, of Goose Creek, Tex. Until recently Mr. Hamil- 
ton has been associated with the firm of Hamilton & 
Drew, having sold his interest in that firm to establish the 
new business. 
A full page advertisement in the local newspaper an- 


GEO! 
| HAMILTON 




















The new plumbing establishment of George Hamilton 


nounces the opening and a full column in the news sec- 
tion was accorded the new store. Mr. Hamilton is a vice 
president of the Texts state association, an honor extended 
him from the floor of the last Texas convention because 
of his alert participation in the work of adopting the new 
by-laws for the association. 





CONTRACTING .BUSINESS 
Richardson Co., plumbing, heating 
301 Burnet street, New Bruns- 
wick, N. J., has purchased the business conducted for 
many years by Piper Bros., Trenton, N. J. This move 
gives the Burns, Lane, Richardson Co. the position of 
being one of the largest operators in the state, as the 
Piper interest did approximately a $500,000 business an- 
nually. 

The new branch office and warehouse, which is located 
41 Adams Trenton, completely equipped 
etc., and is on a rail- 
road siding, which facilitates deliveries. 

The purchasers have under way several jobs of broad 
proportions, one of which is an underground, high pres- 
Sure steam piping installation entirely welded and laid in 
tile conduit for a distance of 6,000 feet. 


Epigrams—For Your Use 


Don’t believe everyone who agrees with you, they may 
be too lazy to argue. 


BUYS LARGE 
The Burns, Lane, 
and ventilating engineers, 


avenue, is 


* * > 


It hurts a girl when one of her old beaux marries her 


best friend. 
” * * 
Anyone will compromise when he realizes you have the 
best of him. 


* * * 


Marrying for wealth is a good deal like going to the 


hornet for honey. 
* = 7 


Some second thoughts occur several minutes later. 
_ = = 


United we stand, divided we are misunderstood. 
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PATENTS 


Plumbing Department 


1,671,202. Operating Device for Waste Plugs. Edward 
F. Niedecken, Milwaukee, Wis., assignor to Hoffmann & 
Billings Mfg. Co., Milwaukee, Wis. An operating device 
for waste plugs comprising a swingable actuating element, 
a vertically movable lift bar biased to its lower position 
and having a cross member beneath which the swingable 
actuating element engages to effect lifting and to control 
lowering of the lift bar, and stops at the ends of the 
cross member and located at different distances from the 
axis of swing to constrain said swingable actuating ele- 
ment to back and forth swinging movement through sub- 
stantially a quarter turn and serving to positively stop and 
releasably hold the swinging actuating element in either 
of its extreme positions under the influence of the bias of 
the lift bar. 
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1,671,202. 

1,671,386. Drinking Fountain. Halsey W. Taylor, 
Warren, Ohio. A hood for drinking fountain nozzles, com- 
prising a tubular column closed at its top and having at 
its base a nozzle receiving opening, and provided in its 
front wall with a vertically elongated discharge opening 
adjacent the top thereof, in combination with a down- 
wardly and inwardly inclined wall projecting from the 
inner face of said front wall marginally of the top and sides 
of said discharge opening and closing the major portion 
of the inlet side of said discharge opening and preventing 
unauthorized access to the nozzle, the outlet side of said 
large discharge opening being unobstructed. 

* * * 

1,672,393. Device for Preventing the Bursting of 
Water Pipes. William Herron Robison, Sparta, IIl., as- 
signor of one-half to Clyde Anderson Moffat, Sparta, Il. 


























1,672,393. } 
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Have you sent for it 


The new Trico 


Franchise Plan 


If you want new and extreme- 
ly profitable radiator furni- 
ture business in your locality, 
it’s yours. This Trico Fran- 
chise Plan explainshow with 
our organization behind you 
and absolutely no selling on 
your part, you will get vol- 
ume business from this new 


yet? 


source immediately. Don’t 
put this off any longer. Write 
now. It costs nothing. It will 

big. Trico, Inc., Formerly 
Art Metal Radiator Cover 
Co., 1786-A No. Kolmar 
Ave., Chicago, Ill. World’s 
Largest Makers of HighGrade 
Saleen Furniture. 








Air-Tight Steel Tank Co. 


PITTSBURGH, PA. 


TAN 





TANKS FOR: High pressure gas and air storage— Pneumatic 
water systems—Gasoline and oil stora Oil burning equip- 
ment— = top— Welded. ATSCO ll Copper Brazed 

igh pressure—the tightest, safest, strongest tank it is 
possible to construct by any known process.A.S.M.E.code tanks. 


tanks for 


KS 























GERSTEIN & COOPER 








er Copper 





Copper Range Boite rs 


You owe to yourself and to 
your customer an investi- ‘ 
gation of Gerstein & Coop- Ww site 


After you have investigated 
you will know why hun- 
dreds of men in the trade 
will use nothing else. 


Range Boilers. for 
Details 











Gerstein & Cooper Co. 
1 W. Third St. So. Boston, Mass. 
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SCOTT VALVE MFG. CO. 


SCOTT 


A COMPLETE LINE OF 
BRONZE ~~ IRON-BODY 


VALVES 
- built 


*maXIMUM SERVICE PER DOLLAR’ 
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Now’s the Time 
to Study 
This Equipment 


UGUST, September—then the heating season 
starts. The contractor who knows the Clarage 

Unit Heater and applies this knowledge to his 
selling can land real business these coming months. 





Notice the photo above. Notice that the Clarage 
Unit Heater delivers warm air not only in one or 
possibly two directions, but in all horizontal 
directions straight from the fan. This means 
more rapid heating; less heat required; smaller 
units; uniform temperatures more easily main- 
tained. 


The Clarage method of heat delivery is exclusive 
with Clarage—-not offered anywhere else. If you’re 
figuring Clarage Unit Heaters, you can give low 
price to be sure, but also something more, and 
that’s IMPROVED RESULTS. 


Clarage Unit Heaters are built for both floor and 
ceiling installation and to meet all industrial and 
garage heating requirements. 


Write for full information. Now’s the time to 
study this equipment, so you'll be primed when 
“things open up.”’ 


CLARAGE FAN COMPANY 
KALAMAZOO, MICHIGAN 
Sales Engineering Offices in Principal Cities 


CLARAGE 


Unit Heaters 
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In a device for water pipes, a chamber constructed of 
material readily breakable under the expansion of the 
water when the same becomes frozen, means for estab- 
lishing communication between the chamber and the 
water pipes, a closed container surrounding said cham- 
ber, and a drain pipe leading from the container whereby 
the water may drain therefrom ir the event said chamber 
becomes broken. 


- * ” 
1,672,750. Solar Heater. Walter Christiansen, Miami, 
Fla. In a sun power water heater, a housing, a top wall 





said wall including sections arranged 
whereby one or more sections will 


for the housing, 
at different angles, 
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1,672,750. 


be positioned transversely of the direct rays of the sun 
as the latter travels across the horizon, a receptacle lo- 
cated within the housing beneath the top wall, a heat 
insulating lining between the receptacle and bottom wall 
of the housing and lenses arranged within the section 
of the top wall of said housing. 
* + 

1,672,151. Water Heater. Wiley D. Clay, Ranger, Tex. 
A water heater comprising a casing, a header arranged 
therein, the same comprising a vertical column, tubes 
arranged horizontally at the upper and lower ends of 
the column, a water supply pipe communicating with one 
end of the upper horizontal tube, a discharge pipe extend- 
ing from one end of the lower horizontal tube, a series 
of pipes extending between the upper and lower hori- 
zontal tubes and communicating therewith, said tubes and 
the vertical column being so constructed as to cause the 
water to flow from the upper tube to the lower tube in 
a circuitous manner through said pipes before being de- 
livered to the discharge pipe, and a burner arranged in 
the casing below the header. 


* 














1,672,366. 





1,672,366. Flush Valve. 
William H. Cadwell and John 
Ott, New Britain, Conn., and 
Oscar C. Kavle, Syracuse, 

N. Y., assignors to The Beaton & Cadwell Manufacturing 

Company, New Britain, Conn. In a flush valve, a casing, 
a diaphragm dividing said casing into a main chamber 

and a control chamber, a main valve supported on said 
for controlling the flow of flushing stream, 


oo 7 











1,5— 


— 


- 672. 151. 


diaphragm 
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a valve for reducing the pressure in said control chamber 
to cause said main valve to open, said pressure-reducing 
valve comprising a fluid-containing cylinder, said casing 
having an opening provided with a seat for the outside 
of said cylinder, a piston located within said cylinder, 


and means outside of said casing for moving said piston 


for causing said pressure-reducing valve to open. 


Heating Department 


1,673,194. Liquid-Fuel Burner. Richard M. Hortvet, 
Minneapolis, Minn., assignor to Mahr Manufacturing Co., 
Minneapolis, Minn. A liquid fuel burner comprising a 
casing having an air inlet, the lower portion of said 
casing being enlarged at its front side, a partition sepa- 
rating the space in the enlarged portion of the casing 
from the main space therein, said partiton containing an 
opening for passage of air into said first mentioned space, 
an adjustable device for regulating the amount of air 
passing through said opening, a second opening in said 
partition, a sleeve slidably mounted in said second open- 
ing, means for adjusting said sleeve longitudinally, the 
enlarged portion of said casing containing an outlet open- 
ing within which the forward portion of said sleeve is 
interiorly spaced, and a hollow member in said casing 
interiorly spaced from said sleeve, said hollow member 
having passages therein for delivering liquid fuel to the 
interior thereof and also having an opening through 
which air passes to the place of delivery of the liquid 
fuel for atomizing the latter. 














1,673,194. 


1,673,220. Adapter for Radiator Air Valves. Harold | 


Beard, South Portland, Me. An adapter for a radiator 
air valve, comprising a cylindrical body member adapted 
to incfose the outer casing of said radiator air valve, 
a flanged disc fixed in said body member and having 


an aperture therein, upstanding projections concentrically | 
and continuously arranged on the upper side of said | 
disc, said projections forming an annular space there- | 


between, a second disc adapted to lie loosely on said 
projections, and a cylindrical portion extending down- 
wardly from said second named disc into said annular 


space, the bottom of said cylindrical portion being always 


in spaced relation to the bottom of said annular space. 
+ om * 


1,673,451. Distant-Control Valve. August J. Hartfield | 
and Wallace Holbrook, Los Angeles, Calif., assignors to | 
Pacific Gas Radiator Company, Los Angeles, Calif. In | 
a valve embodying a rotatable plug, a plunger, a plunger | 
Support in fixed relation with respect to the plug, said | 


plunger being in alinement with and movable longitudi- 


nally through its support towards and away from the | 


plug, means for limiting the movement of the plunger 








Threads the pipe 
sizes that count 













If you consider installing a pipe threading 
machine think carefully over the question of 
what sizes cost most to handle. The answer 
is always the large sizes—in the small shop it 
is from 2 to 4 inches. 


This Merrell No. 5', cuts and threads pipe 


| to 4 inches and only requires one change of 
dies to do it. This is the size machine every 


shop should install first. 
LL 


MACHINES 


| | PIPE THREADING 
| | 836 Curtis St. - Toledo, O. 





























Beautiful, Finished in 
efficient orange and 
and entirely black crys- 


tal lacquer. 


dependable 


Electric Water Heater 


A new and better Automatic Water Heater. 
Scientific construction and perfect insulation have 
resulted in unusually high efficiency with the low- 
est heat loss ever secured. 

Exceptionally low price——and operating 
cost is no greater than the cost of burning a small 
light bulb continuously. May be used as automatic 
or semi-automatic at will. 

Safety assured by pressure and tempera- 
ture relief. Dependable Paul Quality. 

Write for Bulletin 


FORT WAYNE ENGINEERING~ 
& MFG. COMPANY 


1706 N. Harrison Street 


Cort Wayne, Indiana 
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away from the plug, a tubular member carried by the 
plug in end to end relation with the plunger, said member 
having a plurality of serrations on its plunger opposed 
end, one defining wall of each serration being substan- 
tially parallel to the plug axis, a bar on the plunger 
in alinement with but spaced from a given serration when 
_the plunger is at its limit of movement away from the 


The WILSON PRE-VENT 


For Use With STEAM 
~ RADIATOR & 
» AIR VALVES 










pn gana yy Pea in correct plug, means for moving the plunger longitudinally, means 
operatin orcer. revents sna in ° ° : e 
ma ete noises, and honiiee ot adapted to hold the bar in alinement with said given 
argos ey was w sg — at serration during movement of the plunger towards the 
air vaive. revents chokin u of air . ° . 
valves with rust or ma” Enables plug until said cross bar enters said serration, and means 
& whole radiator system to operate sil- on the plunger and plunger support adapted to have 
Um ently. Illustration at left shows Pre- ; : : . 
: : | ee Vent in position in radiator. Write today spiral engagement during a continuation of said plunger 
: f ll ils. 
ae Senses ene Ce Coe movement towards the plug whereby the bar is rotated 
Distributed by— and engages said one wall of the given serration. 


The FIELD & SHORB CO., Decatur, IIl. 














The PAINE 
IMPROVED WIRE PIPE HOOK 


“) = Fits the Pipe Perfectly 
/ Grips the Pipe Securely 
Prominent Head for driving | 
Sharp Pointed Spike | 

A BETTER PIPE HOOK 
AT NO INCREASE IN COST 

Write for— 
Special Introductory Offer 


Samples on request — We sell to Jobbers only 
THE PAINE COMPANY 235! Carrell Ave. 


79 Barclay St., New York City, N. Y. 
































1.673.648. 











1.673,451. 


H 1000 Island House | 1,673,648. Radiator Valve. Albert S. Svenson, Clifton, 


4] N. J. A steam radiator air exhaust valve including a 











valve casing having at its lower end a radiator engaging 


| Rest and play in the heart of Alexandria Bay amidst | nipple which establishes communication with the radiator, 

sixty miles of picturesque islands, with the waters of the a vent conduit having an intake end adjacent the upper 

&§ ~ aha brag ea te pools ~nataydlagns same portion of the valve casing, and an outlet end adjacent 
than a thousand guests. Golf, swim, canoe, fish, hunt the lower portion of the valve casing, heat-responsive 

and go motor-boating in the scenic grandeur of the 1000 means for closing the intake end of the vent conduit, 

islands. Fireproof by Automatic Sprinkler system. and a normally closed, inwardly closing, outwardly open- 





Write for illustrated booklet, road maps and rates. _ing check valve at the outlet end of the vent conduit. 


WM. H. WARBURTON, President and Treas. 





Frank Grandston, president of the University Plumbing 
‘‘In the Venice Alexandria Bay & Heating Co., Seattle, Wash., left on August 1 for a 
of America’”’ New York tour of the United States by automobile. Mrs. Grandston 
——- | and his son Ray accompanied him. 


KENNEDY 


VALVES~PIPE FITTINGS~FIRE HYDRANTS 


Gate, Globe, Angle and Check Valve Types in bronze, iron body and steel, 
in a wide range of sizes and pressures. 


Malleable Iron and Brass or Bronze Screwed Pipe Fittings and Cast Iron 
Flanged Fittings and Flanges. 


Handled by dealers everywhere. Write for catalog. 


THE KENNEDY VALVE MANUFACTURING COMPANY ELMIRA, NEW YORK 
gcd Warehouses and Sales Offices in Principal Cities 
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for keyed 








$2.00 for each insertion, 


8 cents for —— word including heading and address. Count seven words 


dress. Minimum One inch 








$4.00. 


Cash must accompany order. Copy should reach us eight days in advance. 








Situations Open 


TRAVELLING SALESMAN WANTED 
by manufacturer of pipe fittings and 





Lines Wanted 


SPECIALTY SALESMAN CALLING ON 
Plumbing trade desires manufactur- 





Government Proposals 


TREASURY DEPARTMENT, OFFICE 
of the Supervising Architect, Wash- 


valves. One having large acquaintance ers’ lines of nipples, unions, range ington, D. C., August 14, 1928.—Sealed 
among jobbers. Write giving ex- boilers, closet combinations, closet bids in duplicate will be received until 
perience in full. Address Key 195, seats, etc., to sell direct to the plumb- 3 p.m., September 13, 1928, for the me- 


“Domestic Enginering,’” 1900 Prairie 


Ave., Chicago. 





ing trade in the midde west. Give full 
information regarding terms, commis- 


chanical equipment (except elevators 
and dumb-waiters) of the main build- 


7 D IN V D IN sions, etec., in first letter. A-1 refer- ing and garage of the U. S. marine 
“haed water taetiteries io ont high ence can be given. Acquainted person- hospital at Detroit, Mich. Proposals 
grade water softener to plumbing ally with all middle western trade. will be considered only from contrac- 
trade. Commissions. Address Key Address Key 192, “Domestic Engineer- tors who, in the opinion of the Secre- 
194 “Domestic Engineering,” 1900 ing,” 1900 Prairie Ave., Chicago. tary of the Treasury, have the requisite 


Prairie Ave., Chicago. 


SALES REPRESENTATIVES WANTED 

for gas-fired house heating boilers. 
Exclusive territories with excellent 
proposition to qualified men. Commu- 
nications strictly confidential. Address 
Key 205, “Domestic Engineering,” 1900 
Prairie Ave., Chicago, Ill. 











.FOR SALE 








For Sale 


WORTHINGTON FIGURE 

1863—4x6 vertical triplex, single act- 
ing power pump. Practically new. 
John Lene & Sons, 439 Carlton Ave., 
Prooklyn, N. Y. 




















skill, experience and or- 
perform the work suc- 
cessfully. Drawings and specifications, 
not exceeding six sets, may be ob- 
tained at this office in the discretion of 
the Supervising Architect by any satis- 
factory mechanical equipment contrac- 
tor, and provided a deposit is made of 
$25.00 for each set to assure its prompt 


engineering 
ganization to 


° : FOR SALE—AN OLD ESTABLISHED return. Checks offered as deposits 

Lines to Handle Plumbing and heating business in | must be made payable to the order of 

Wooster, Ohio, city of 10,000 popula- | the Treasurer of the United States. 

Unusual Opportunity For tion. Will sell at a reasonable price. | Provided further, that intending bid- 

MANUFACTURERS’ AGENT Owner would prefer other kind of | ders supply full information regarding 

: . work. Also water well drill, cyclone, their engineering skill, experience and 

who is well acquainted and has follow- hollow rod tools, in good condition. organization in applying for the draw- 

ing among the Plumbing, Heating, Address Key 207, “Domestic Engineer- ings and specifications, which will be 

Mine, Mill and Oil Well Supply ing,”’ 1900 Prairie Ave., Chicago. | cee, sen, Aen cong oe Bao. 

; Site ¢ a Cations. le ac la 

Houses and Jobbers, and who has menmnmaammmnanciammans cipher aRE , - | any bidder obtains a set of drawings 

sold fittings. Miscellaneous | and specifications from any other 

° source and st its ;¢ sh: 

You will represent one of the most ESTIMATING BLANKS, JOB TICKETS, eenntitete 2 Saleen of im “peed 

prominent manufacturers, in their time sheets, stationery, etc. for stipulation. Jas. A. Wetmore, Acting 
line, in America, in one or more of plumbers. Samples and prices by re- Supervising Architect. 

turn mail. Louis Fink & Sons Co., 


the following states: 


School Bldg. Laurel Springs, N. J. Est. 




















New York West Virginia 7 gy ee - 
Pennsylvania Arizona PLUMBERS’ STOCK BOXES Books for Your Trade Library 
Colorado Utah ar a 
New Mexico Nevada Send for price list PRACTICAL METHODS OF SEWAGE 
: " DISPOSAL. By H. N. Ogden and H. 
Nebraska Minnesota and free booklet: B. Cleveland. Covers in detail the 
oe Dakota Wisconsin “How to Build problem of sewage disposal for resl- 
uth Dakot I , dences, hotels and institutions where 
+ ean — ox Plumbers’ Stock connections to city sewers are not 
Idaho Michigan Bin Cabinets.’’ an Prise al -_ in. 132 pages 
Wyoming Kentucky HADDON BIN LABEL CO., Haddon Heights, N. J. dbs oa a eee 
Maryland ~s SANITARY SEWERAGE OF BUILD- 


Our product is well and favorably 
known throughout this entire terri- 
tory and an excellent volume of 
already established business will be 
turned over to you. 

Compensation is on a very liberal 
commission basis with exclusive 
agency agreement. Agency or sales 
representative who is properly con- 
nected will find ours an extremely 
desirable account. 

We invite correspondence, stating lines you 
are now handling, territory covered and 
complete details. Address Key 206, ‘‘Domes- 
tic Engineering,’’ 1900 Prairie Ave., Chicago. 








Large, reputable manufacturer 
of strictly quality pipe nipples 
desires to make connection with 
reliable manufacturers’ agents, 
in all states, to sell nipples 
direct to plumbing and heating 
contractors, at wholesale prices. 
Extremely liberal commission 
and exclusive agency agreement. 
State exact territory now cover- 
ing and how often. Give lines 
now handling and extent of 
acquaintanceship with plumb- 
ing and heating contractors. 
Also give age. Territory being 
allotted fast so write at once. 


Address Key 203, ‘‘ Domestic Engineer- 
ing’’, 1900 Prairie Ave., Chicago 





BOILER STOP LEAK LIQUID 
$3.75 Per Gallon 


You save half when you order Boiler Stop 
Leak Liquid, the permanent leak stop for 
all boilers. 

Send no money. Pay the postman $3.75 
when Stop Leak is delivered to you. 


McKENZIE ARCH COMPANY, Inc. 
37 W. Van Buren Street - Chicago, Ill. 








WE WILL BUY 


Your Surplus 


PIPE COUPLINGS 


all sizes, black or galvanized. We 
pay highest market prices and the 
full freight from shipping point. 


WRITE FOR PRICES—TODAY 
Allegheny Tube & Steel Co. 


Tubular Div., Plant No. 3 
1304 N. Main St. St. Louis, Mo. 


PORTABLE PIPE MACHINES 
LIKE NEW — Used on one job 
6-in. Oster Pipe Machine, mounted on 4-wheel truck 

and driven with a gasoline engine. 
4-in Oster Pipe Machine, mounted on 4-wheel truck 
and driven with a gasoline engine. 
2, 2-in. Oster Pipe Machines, mounted on 4-wheel 
truck and driven with a gasoline engine. 

THE O’BRIEN MACHINERY COMPANY 
113 North Third St. Philadelphia, Pa. 


Long Distance Telephone: Market 0727 
Cable ye rem “OBRIEN” PHILADELPHIA 








INGS. By Thomas S. Ainge. Begin- 
ning with a study of outside sewers, 
this book goes fully into the best prac- 
tice in inside connections, proper loca- 
tion and size of soil waste, and vent 
pipes and the roughing-in test up to 
the filling in of the trenches. 40 pages 
are devoted to the important subject of 
traps. Sewage disposal for country 
homes is also given full consideration. 
i" in. 200 pages. Cloth. Price, 


JOHNSON’S HANDY MANUAL IN TWO 
volumes, one on plumbing, one on 
heating. By John W. Johnson. The 
author is a practical plumbing and 
heating man, having spent many years 
in workshops and has superintended 
the installation of plumbing and heat- 
ing systems of all descriptions. Twelve 
editions of this popular book have been 
exhausted. The thirteenth is just off 
the press. Size, 4x6%. Cloth. Price, 
$2.00 per volume. 
PRACTICAL STEAM AND HOT WA- 
TER HEATING AND VENTILATING. 
By Alfred G. King. This book should 
be in every steamfitter’s library. A 
strictly up-to-date work, describing 
various systems of heating and ventila- 
tion. Besides the technical features, it 
contains hints on securing contracts, 
business methods, shop practice, rules 
and data for estimating radiation and 
figuring costs, and other tables and 
suggestions that are time savers. Sise, 
6x9 in. 368 pages, 300 detailed illustra- 
tions. Cloth. Price, $4.00. 


Books Sent Parcel Post Prepaid 


Domestic Engineering 
1900 Prairie Avenue, Chicago 
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of a series of reasons why 





you should use Niagara 
Waste and Vent 
Fittings. 







IN THE CROSSES THE BRANCH WASTES DIS- 
CHARGE SEPARATELY INTO THE MAIN WASTE 
PIPE AND CANNOT DISCHARGE INTO EACH OTHER 


Due to the proper design 
of “Niagara’’ Crosses, the 
branch wastes cannot dis- 
charge into each other. In 
ordinary crosses the dis- 
charge of one branch waste 
flows directly into the 
opposite waste, causing 
sediment, soap and grease 
to build up and eventually 
creating stoppage. If this 
is not done, at least, the 
rate of discharge of each 
waste will become very 
inefhcient. 





Patent Pending 





August 25, 1928 


When a “Niagara” 
Cross is used, the 
branch wastes are so 
designed that it is a 
physical impossibility 
for them to discharge 
into one another. 
They must empty into 


the main waste separately. This 
gives positive assurance that they 
will never become clogged and, at 
the same time, makes for quick 
emptying of the line. 


WRITE FOR BOOKLET SHOWING COMPLETE LINE, INCLUDING TYPICAL INSTALLATION DRAWINGS AND DIMENSIONS, 


J. A. Zurn Manufacturing Co., Erie, Pa. 


NEW YORK 





SALES OFFICES IN THE FOLLOWING CITIES: 


CHICAGO PITTSBURGH LOS ANGELES SEATTLE 
CHATTANOOGA MINNEAPOLIS SAN JUAN PORTO RICO 





PLUMBING PRODUCTS 


SANI-TEED 


MADE FROM VIRGIN METAL 
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